F/oms, other families, reunited 


DAYTON, Ohio (AP)-Nine prisoners 


of war who returned to a cheering, 
hugging, tearfilled reunion at Wright- 
Patterson Air Force Base Wednesday 
night were given the day off today to 
relax with their families 


Their only official duty was a short 


morning briefing. Later they will begin 
intensive medical examinations and 
intelligence debriefings. 


The men, all Air Force officers, 


arrived aboard a C-9 Nightingale 
medical evacuation plane to a ceremony 
backdropped by a blazing red sunset. 
They brought to 14 the total number of 
former POWs to be processed at this 
base. 


Two earlier returnees were scheduled 


to hold a press conference today, the 
final step before taking 90-day con- 
vaslescent leaves. Maj. Donald L. 
Heiliger of Madison, Wis., and Capt. 
Burton W. Campbell were scheduled to 
face the press at 10 a.m. 


Air Force Col. James H. Kasler of 


Indianapolis, Ind., was the only retur- 
nee to speak upon departing from the 
giant jetliner Wednesday night. He 
faced dozens of newsmen and an 
enthusiastic crowd of about 400 well- 
wishers. 


"We are not bitter men. We are proud 


men," the 46-year-old pilot said. "But we 
are not prouder than the Americans 
who supported us." 


He said it was faith in God and 


country that gave the men strength to 
survive their ordeal and thanked 
everyone who participated in the 1969 
letter-writing campaign which made 
the POW's plight known to the world. 


"If it wasn't for them (the letter 


writers) so many of us would not have 
returned here today," he said in a shaky, 
rapid voice. 


Kasler was followed by Lt. Col. 


Willard SjGideon, a prisoner for six and 
one-half years whose wife, Barbara, and 
two children dashed across the runway 
to hug and kiss the 42-year-old pilot. 


The men then walked from the plane 


in the order in which they were cap- 
tured, all receiving the same embracing 
welcomes. Those in prison longest came 


out first. 


They were: Capt. Fredric F. Flom, 32, 


of Appleton, Wis., a prisoner of war six 
and one-half year; Capt. Martin J. 
Neuens, 30, of Iron Mountain, Mich., a 
prisoner for six and one-half years; 
Capt. Hubert E. Buchanan, 31, of Austin, 
Ind., a prisoner for six and one-half 
years; Major Cowan G. Nix, 35, of 
Warrensville Heights, Ohio, a prisoner 
for six and one-half years; Lt. Col. David 
H. Duart, 38, a prisoner for six years, 
Maj. William J. Baugh, 39, of Piqua, a 
prisoner for six years; and Capt. Robert 
A. Abbott, 30, of Marquette, Mich., a 
prisoner for five and one-half years. 


After the emotion-filled arrival at the 
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2 explosions rip 
heart of London 


LONDON (AP) — Two powerful 


bombs, apparently planted in cars, went 
off outside the Old Bailey courthouse 
and government offices m Whitehall 
today. 


At Old Bailey, a police spokesman 


said: "There are in excess of 150 
casualties." 


Bombs were found and defused at 


Scotland Yard 
and near 
the 


headquarters of the Conservative and 
Labor parties near Westminster 


At Old Bailey children wrapped in 


blankets were seen being carried into 
ambulances. 


Police said they did not believe there 


were any deaths. 


Police sources said the bombings 


appeared to be the work of the nat- 
lonajistic Provisional wing of the Irish 
Republican Army m connection with a 
referendum today in Northern Ireland 
on uniting with the Irish republic or 
remaining part of Britain. 


Whitehall is more than mile up the 


Thames from Old Bailey. 


Newsmen at Old Bailey reported utter 


confusion. 


"It seemed all the windows and 


showers of debris crashed in," one said. 


Cars were blown over on their side's. 
The Whitehall blast appeared to have 


come directly outside an army recruit- 
ing office. Britain has more than 17,000 
troops in Northern Ireland. 


A warning appeared to have been 


given. "Police came and told us to clear 


the building," said Sgt Phillip Reynolds. 
"We got out and in about 10 minutes the 
bomb went off. It was a really big 
explosion." 


St Bartholomew's, a major London 


hospital, reported it had taken in 30 
casualties 


London's hospitals were working 


under the strain of a strike by the people 
who do laundry, cook meals, clean up. 


One Old Bailey witness said: "It's like 


the blitz all over again." 


The London Times said it received a 


telephone call at about 2 p.m.—roughly 
an hour before the blasts at the Old 
Bailey and Whitehall—from a man with 
an Irish accent who warned of car bomb 
explosions to come. 


A 150-pound bomb was found in a car 


outsideScotland Yard earlier in the day. 


Shortly after the twin blasts, police 


reported a fourth bomb had been 
discovered—in Dean Stanley Street, 
Westminster, near the headquarters of 
the Conservative party and the opposit- 
ion Labor party. 


Police said it was defused. 
A telephone warning that there was 


another bomb, in the office of The 
Times, caused a complete evacuation 
and a search. 


A number of government offices were " 


cleared of staff, including the Foreign 
Office Evacuees included Foreign 
Minister Sir Alec Douglas Home. 


The worst blast appeared to be the 


one at the Old Bailey. 


In the hallway of the old courthouse, 


women and men rushed about with 
blood gushing from their faces. Injuries 
appeared mainly to have been caused by 
flying glass. 


The Old Bailey bomb appeared to 


have been planted in a green sedan 
parked in front of a new extension of the 
courthouse. 


All the windows of a 20-floor office 


block nearby were shattered 


In front of Old Bailey, ambulance 


crews treated at least two stretcher 
cases. One man's head was covered with 
blood 


The blast appeared to have come from 


the trunk of the car, which was shat- 
tered. 


Police cleared the area, warning the 


public "Goaway —there may be other 
bombs." 


Flying glass frorr\ nearby windows 


appeared to have caused other casual- 
ties among passers-by. 


From two blocks away, the Old Baily 


explosion was heard as a deafening 
blast. 


Great clouds of smoke obscured the 


towering dome of the couthouse with its 
golden statue of a blindfolded woman 
holding the balanced scales of justice. 


A 150-pound bomb was found in a car 


and defused outside Scotland Yard 
earlier in the day. 


Mass transit funding 
proposed by Nixon 


WASHINGTON (AP) — President 


Nixon urged Congress today to permit 
state and local governments to tap S3.5 
billion of federal highway funds during 
the next three years to improve mass 
transit systems. In a special message on 
community development. Nixon said 
the money would be earmarked "for 
urban transportation needs, including 
capital improvements for bus and rapid 
railsystems," 


Another feature of the message was a 


call for a better communities act to 
provide states and communities with 
S2.3 billion a year of special revenue 
sharing money "to be spent as they 
desire" to meet development needs. 


Until the proposed legislation could 


take effect on July 1, 1974, Nixon said 
"funds already avai to the Department 
of Housing and Urban Development 
will be used to maintain and support 
community development." 


Nixon called anew for creation of a 


department of community develop- 
ment "which would pull under one roof 
various programs now in the Depart- 
ments of Housing and Urban Develop- 
ment, Transportation, Agriculture and 
other agencies." 
Voicing strong criticism of present 
federal housing programs, many of 
which he suspended in January. Nixon 
said: 


"In pursuing our goal of decent 


homes for all Americans, we know that 
better means are needed—that the old 
and wasteful programs, programs 
which have already obligated the tax- 
payer to payments of between 563 billion 
and S95 billion during the next 40 years, 
are not the answer." 


He said a major housing study already 


is underway within thegovernment and 
asserted: 


"Within the next six months. I intend 


to submit to the Congress my policy 
recommendations in this field, based 
upon the results of that study." 


The looks of love 


Capt. Fredric Florn, former prisoner of war 
from Applefon, gives his wife, Gmny, a long 
hug, above, on his arrival Wednesday at 
Wright-Patterson Air Force Base, Dayton, 


after 6'/2 years in a North Vietnamese prison. 
Below, Flom embraces his children, Julie and 
Erik, as his wife ond parents, Mr. ond Mrs. 
Russell Flom of Menasha, look on 


Few willing to join U.S. 
in aid to Vietnam 


Makarios defrocked 
for role in polilics 


NICOSIA (AP) — Archibishop 


Makarios. president of Cyprus, was 
defrocked today by the Holy Synod of 
the Greek Orthodox Church of Cyprus. 


An announcement by the three 


bishops forming the synod said 
Makanos has 30 days in which to appeal 
the decision. 


Makarios was tned by ibe synod m 


absentia, after rejecting summons from 
the bishops to appear before them and 
testify m his defense. 


In a letter to the three bishops earlier 


this week, rejecting their summons, 
Makarios said the convening of the 
synod "was irregular and unconstitut- 
ional and consequently any decision 
taken by it was null and void from the 
beginning." 


The three bishops accused Makanos 


of violating ecclesiastical Jaw by exer- 
cising temporal power as president of 
this island republic. • 


They first demanded his resignation 


as president at a meeting of the synod a 
year ago. 


But Makarios has maintained the 


three have no right either to demand his 


resignation as president or to take any 
steps against him for refusing to do so. 


The bishops, who convened as the 


Holy Synod of the Autocephalous — 
Independent —GreekOrthodoxChurch 
of Cyprus, are outspoken supporters of 
Makanos' rival. Gen. George Gnvas, a 
strong proponent of union with Greece. 


Makarios was re-elected president of 


Cyprus last month by proclamation 
after Gnvas" organization failed to put 
up a candidate. The archbishop has 
already served two five-year terms as 
president. 


The synod decision has split the 


Church of Cyprus and observers expect 
a protracted legal wrangle to decide 
which side 5s right according to both 
ecclesiastical and civil law. 


The split is expected to increase ten- 


sion between the government and the 
armed groups of Gnvas. 


Gnvas launched a terrorist campaign 


against the government earlier this 
year, which according to Makanos is 
designed to create chaos and lead to the 
dissolution of the state and his 
overthrow. 
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WASHINGTON (AP) — The United 


States has found few nations willing to 
join its program of international aid for 
Indochina, dampening chances that 
Congress will approve American par- 
ticipation. 


Of the non-Cornmunist nations 


President Nixon is counting n to join in 
an assistance program, only Japan has 
indicated xviHmgness to pay in large 
sums. But even in Tokvo's case there are 


uncertainties as to the amount and the 
form of contributions 


The United States won't be satis- 


fied with anything less than a major 
contribution, certainly far larger than 
the S50 million initial payment men- 
tioned in Japanese newspapers 
recently. 


And since Washington prefers a 


multinational effort with individual 
contnbutions as free of strings as pos- 


Wholesale prices fake 
another mammoth leap 


WASHINGTON <AP) — wholesale 


pncessoared ].9per cent last month for 
the biggest nse since the early Korean 
War inflationary surge in 1951, the 
government said today. 


The nse in February included another 


sharp increase of 3 9* per cent for farm 
products and processed foods, the third 
big monthly jump in a row that added up 
to an annual rale of 56 per cent 


Pnces of a broad range of mdustnal 


raw materials rose 1 1 per cent, the 
largest monthly increase in 22 years. 
said the Labor Department's Bureau of 
Labor Statistics. 


The report appeared certain to raise 


new criticism of President Nixon's 
loosened Phase 3 economir controls, 
particularly from organized labor wh'c h 
has charged that wage hikes are vir- 
tually frozen at 5 5 per cent while food 
pnces continue to soar. 
v.- 


The over-all rise in the- bureau's 


wholesale price index was j littlv 
less—1.6 per com— on a seasonally 
adjusted basis Farm product*, and 
processed foods w«e up 32 per cent 
seasonally and mduvridl rau rrwlenals 
one per cent on thdt basis 


The report said the index rose j1 an 


annual rate of 11 per cent rn er the past 
six months.\\hich included Inemonth*. 
of the more stringent Pba-.e 2 t -introls 
and one month of Phase 3 


"Pnces in the last three months of the 


penod advanced more rapidly than in 
trie first three months, reflecting an 
unusual chmbin pnces of farm products 
and processed food*, and feeds in 
December, January and February, 
togetheTwith a fasterpace for industrial 
commodities toward the end of the 
penod," it said. 
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sible. the usual Japanese practice oi 
tying aid to investment returns is not 
readily acceptable to the United States. 


With Congress generally cool toward 


and Indochina aid program, particularly 
if it includes North Vietnam. Secretary 
of State William P. Rogers has been 
stressing a plan to involve many nations 
that would share the burden. 


He has stated that the European 


Community as \\ eli as Japan has shown 
a willingness to join in. But if the 
Japanese position is uncertaan. the 
European Community is an even 
weaker possbilitv. 


Great Britain, for instance, has said n 


cannot provide more than a token 
amount France has shown no inclinat- 
ion to participate and few other 
European nations are expected to con- 
tnbutemam meaningful way 


The Bonn government's planning for 


1973 is to lend no more than $32 million 
lor reconstruction in all lour Indochina 
states ThiswouldhdxetobeTepaidover 
30 ye«r«. at 2 per cent interest and. for 
the mo.Ticnt. would be given on a 
bilateral basis, not through some inter- 
national forum 


Weakening Rogers" cla^m of 


widespread international interest has 
been the response from the other par- 
ticipants in the Pans conference on 
Vietnam 


Britain ar>d France already are con- 


sidered largely ojt of the picture In- 
donesia has said .t won't contnbute at 
all and, oi course, the Vietnam statesare 
to be the recipients, not donors 
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Senator says voters 
would back gambling 


MADISON. Wis. (AP) - Wisconsin 


voters would adopt legal gambling 3-1 if 
the question were put to a referendum, 
state Sen. Wilfred Schuele told a Senate 
committee Wednesday. 


Schuele. a Milwaukee Democrat, 


addressed the Governmental and 
Veterans Affairs Committee in support 
of proposed constitutional amendments 
which would allow the legislature to 
legalize most forms of gambling, 
including parimutuel racing, lotteries, 
casinos, dog racing and off-track bet- 
ting. 


Sen. Ronald Parys. D-Milwaukee, 


also supported the resolutions, painting 
a bright picture of what gambling would 
mean to the state in terms of tax 
revenue, industry and jobs. 


'Foul-up' 


OSHKOSH. Wis. (AP) -It may have 


been the most exciting trip in the career 
ot penal farm superintendent Loyal 
Berg, although he and his three 
prisoners weren't aware of it. 


Virtually every sheriffs office in the 


state was alerted Wednesday night to 
the 
seemingly 
u n e x p l a i n e d 


disapperance of a station wagon con- 
taining Berg, two inmates and a trusty. 


The alarm had been sounded when 


authorities couldn't locate Berg on 
schedule in Oshkosh after what was 
supposed to have been a three-mile ride 
from the prison farm. 
- He had routinely told Winnebago 
County authorities he was taking the 
-two inmates to a hospital. 


A deputy sheriff said it was unders- 


tood that Berg would check in at the 
_county courthouse. 
' When he didn't, an all-points bulletin 
_was issued. 
f A deputy was sent to Berg's home, 
anticipating the possibility that the 
superintendent had been taken hostage 
and that Mrs. Berg might receive a 
'telephone tall from his captors 
- Berg, meanwhile, was unable to get 
the treatment at a hospital he sought for 
the two prisoners, so drove to a 
physician's office in Wmneconne 
~ When he returned at last to the penal 
-farm and learned of the e.xcitment, he 
labeled the afeair "just a big foul-up." 


The Rev. R. E. Pntchard of Madison 


told the committee history shows per- 
sons who favor gambling eventually 
change their minds and oppose it. 


"But then." he said, "the damage has 


already been done." 


Parys and Pritchard appeared for a 


second consecutive day of testimony in 
legislative hearings on the issue. 


"People always thought of (former 


Illinois) Gov. Otto Kerner as a fine man. 
a family man, chosen to head up the 
president's 
commission 
on 
por- 


nography, and he got caught up in horse 
racing." Pritchard said. 


The question of whether gambling 


should be legal must survive votes of 
two consecutive sessions of the legislat- 
ure and then be placed in a referendum. 


Gambling is getting its initial legislat- 


ive trial. 


Meanwhile, bingo has made it to the 


referendum state on Wisconsin's April 3 
ballot. 


Utility-banking 
link questioned 


MADISON, Wis. (AP) — The Wis- 


consin Public Service Commission was 
asked Wednesday to investigate relat- 
ionships between banks and the state's 
electric utilities. 


The WisconsinEnvironmental Decade 


asked the commission to probe whether 
persons who serve on boards of both 
u t i l i t i e s and banks \ i o l a t e state 
monopoly and trust laws. 


Spokesman Peter Anderson told the 


PSC the utilities depend on the lending 
institutions for financing new power 
facilities. 


Anderson included with the letter a 


list of power company officials which 
theenvironmental groupsaid hold posts 
on bank boards of directors. 


The list included board members trom 


the Madison Gas and Electric Co., the 
Northern States Power Co., the Wis- 
consin Electric Power Co., Wisconsin 
Michigan Power Co.. Wisconsin Power 
and Light Co., and the Wisconsin Public 
Service Corp. 


Thursday, March 8, 1973 . 
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Booze in bigger bottles? 


MADISON. Wis. (AP) - Alcoholic- 


beverages and their containers were 
subjects oi debate Wednesday' before 
the Assembly's Excise and Fees Com- 
mittee. 


The hearing concerned a bill to 


increase the legal maximum size ol 
liquor containers from a quart to a half 
gallon, a topic which appears before 
Wisconsin legislators almost annually. 


State Rep. George 
Molmard. D- 


Kenosha. author of the bill, argued that 
liquor retailers and slate tax revenue 
suffer because Wisconsin residents 
travel to neighboring states to purchase 


larger, more economical half-gallon 
sizes. 


"Why is this industry so restricted?" 


Molmard asked. "Nobody can tell me 
booze tastes better out of a fifth than a 
half gallon container." 


Cliff Dorr, spokesman for the Wis- 


consin Wine and Spirits Institute, said 
the larger container would burden 
owners of small package liauor stores 
by forcing them to increase their inven- 
tories to meet competition 


Dorr said huge liquor outlets in 


Illinois can allow prices to be sig- 
nificantly lower, regardless of container 
size. 


Kenosha retailer Ralph Tenuta 


complained about the "organized sit- 
uation of bootlegging" near the Illinois 
border, saying he loses customers 
because of the Wisconsin container 
restriction. 


The committee heard testimony on 


three bills to use the Wisconsin 
Department of Administration's annual 
census estimates in setting liquor 
license quotas. 


The Assembly majority leader, 


Anthony Earl of Wausau, said a "steady 
regular growth of some urban areas" 
has caused a shortage of liquor licenses. 


ELECTROLUX 


tlEOJOtUX COR? 


factory-Authorized Sales and Service 


F.,E. PREIMESBERGER 
1420 W. Grant, Appleton 


733-0796 


Are You Interested 
In Extending Your 


Meat Dollar? 


Piggly Wiggly is also concerned with the 
present nigh cost of wholesale meats. 


That's why at this time, we are proud 
to bring you "Pampered Beef," the 
result of a new concept in quality 
beef production 


More edible servings per 
pound — No excessive fat! 


Guaranteed Tender - Guaranteed Flavorful! 


Why don't you shop 
Piggly Wiggly this 
week and help keep 
your meat costs as 
low as possible? 
PICGIY WIBCLY 


to enjoy all these features 


coming in the weeks ahead in the -r; 


MILWAUKEE SENTINEL 


BREWERS SPRING TRAINING NEWS 
Watch for daily stories by Lou Chapman at club's 
training camp in Arizona, with Sentinel photos, ap- 
pearing in the Sports Section. 


SATURDAY YOUNG AMERICA PAGES 
Swinging features, news and pictures give a big audi- 
ence of young people what they like in news about 
cars, music, movies and ideas. 


SPORTS SHOW SECTION SOON 
Coming Friday, Mar. 15, this big special section tells 
what to expect at the 1973 show sponsored by The 
Sentinel at the Milwaukee Arena-Auditorium, openinq 
Mar. 16. 


ROVING STATE REPORTERS 
Gene Divine and Quincy Dadisman have a standing 
assignment: Special stories for The Sentinel of state- 
wide interest to this area. Watch for them. 


LENTEN RELIGION SERIES 
Religion Editor James M. Johnston writes about ori- 
ental, non-Christian religions that exist today, in a 7- 
part Lenten Saturday series starting March 10. 


For Home Delivery, Call: 


Harry Mataya 


733-6903 


MILWAUKEE SENTINEL 


Your nearest Wisconsin Ford Deafer has the 
1873 winners for you to choose from. 


Motor Trend jTsagasne's unbiased pane! of auto 
expertsjionored the Ford LTD as "Full-size Sedan 
otthevear.'1 


And Road Test selected Ford, as embodied in the 
LTD and Gaiaxie 500. "1973 U.S. Car of the Year." 


Road Test's scrupulous1/ impartial editors call these 
Fords the best current choices among all-purpose, 
family-oriented cars. 


Your nearby Wisconsin Ford Dealer invites you tc 
come in soon. Take an LTD or Gaiaxie 500 for a dem- 
onstration dnve. We think ycj'l! agree with t-e ex- 
perts at P2ad Test a~c \'oior Trend, and give These 
prize-vv inning Fords t~e sea' of apnrova! tha: rra:t-3"s 
most :o us. vours. 
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Legal Notices 


SEALED BIDS 


AIR COMPRESSOR 


Scaled b!d» will be received bv the Appleton Woler 


Commission at Us office. 125 N. Walnut St., Aooleton 
Wlv, up to 10:00 A.M. C.S.T.,, March 20, 1973, for 
furnishing 0 new two wheel mounted air compressor. 


Bidders may secure the necessary bid form and 


specifications for the above air compressor at the 
AoDleton Water Department office, 125 N. Walnut 
St., Appleton, Wisconsin. 


Bidders shall moke their proposals on a delivered 


basis with all freight, sales and other taxes Included 
In their proposal. Bidders will also state the time 
required (or delivery. 


Bidders shall mark their proposals, "Sealed Bid on 


a two wheel mounted air compressor to be opened on 
Morch 20, 1973." 


The Commission reserves the rloht to relect any 


or all bids. 


APPLETON WATER COMMISSION 
Louis J. Schulze 


Assistant Secretary 


February 28, & March 8, 1973 


NOTICE OF PUBLIC HEARING 


Town of Greenville 
OutOBomle County 
To whom It may concern; 


The Outagomle County Zonlno Committee will1 


hold a public hearing on March IS, 1973, at 10:15a.m. 
In the Court House Annex, Room 2, 401 South Elm 
Stree),.ADOlelon, Wisconsin, to consider the petition 
of^Mr. Clarence" Relmertbr a~yarJanCE-to-the 
following terms of the Outagamie"County~2onlng 
Ordinance. 


Section 7.023 (4) "No building or structure of any 


- Kind shall be hereafter constructed, erected or 


moved Into the space within the setback lines." 


The property In question Is located on the west side 


of State Trunk Highway "76" approximately V* mile 
north of its Intersection with U.S. Highway "45" In 
the Northeast '/. of the Southeast 'A ot Section 10, 
Township 21 North, Range 16 East, Town of Green- 
ville, Outogamie County, Wisconsin. 


For particulars, reference Is made to documents 


on file In the Office of Coordinator of Public Ser- 
vices, Room 200, Court House, 410 South Walnut 
Street, Appleton, Wisconsin. 


Any interested person may address the Zoning 


Committee by letter or aopear In person or by agent 
and be heard. 


Dated this 15th day February, 1973. 


OUTAGAMIE COUNTY 
ZONING COMMITTEE 
- 


Joseph H. DeBruin, Chairman 


March 1, 8. 1973 


SEALED BIDS 


SERVICE FITTINGS 


Sealed bids will be received by the Apoleton Water 


' 
Commission at its office, 125 N. Walnut St., Appleton, 
Wisconsin, Xip to 10:00 A.M., C.S.T., March 20, 1973 
for furnishing the following service fittings. Fittings' 
to be equivalent to Mueller Number listed: 


MUELLER NO. 


100—V Corp. Cocks 
H15000 R.N. 


100—1" Corp. Cocks 
H15000R.N. 


2 — l'/i" Corp. Cocks 
H15000 R.N. 


25 — %" Curb Cocks, Copper to Copper 
H15200 


100 —1" Curb Cocks, Copper to Copper 
, H15200 


1 —2" Curb Cock, Copper to Copper 
H15201 


12 —8" x l'/±" Tapping Saddles 
H10530, 


6 — 12" x W Topping Saddles 
H10536 


6 —12" x 2" Tapping Saddles 
- H10536 


10 —=/i" Curb Cocks, Iron to Iron 
H10201 


10—1" Curb Cock, Copper to Iron 
H15.175 


20 — 1" Couplings, Copper to Iron 
H15425 


20 —1" Couplings, Copper to Iron 
H15450 


350 — Oicb,Boxes, 6',V box, 51" Rods 
H10314 


300 —Curb Box Covers-morkesXTWater" 
87081 


Only complete bids will be considered.- — --_„,-" 
Bidders shall make their proposals on a delivered 


basis, f.o.b., Appleton, Wisconsin and give time 
required to make delivery after receipt of order,. 


Bidders shall mark their proposals, "Sealed Bid on 


Service Fittings to be opened on March 20, 1973." 


This Commission reserves the right to reiect any 


or ail bids. 


Signed: 
APPLETON WATER COMMISSION 
Louis J. Schulze 


Assistant Secretary 


Feb. 28 and March 8 


NOTICE OF PUBLIC HEARING 


TOWN OF GRAND CHUTE 
OUTAGAMIE COUNTY 
TO WHOM IT MAY CONCERN: 
- 


Notice is hereby yiven that the Outagamie County 


Zoning Committee will hold o public hearing in the 
Court House Annex, 401 South Elm Street, Appleton, 
Wisconsin, at 11:00 a.m. on the 15th day of March to 
consider the petition of Clarence Schuh and Ramona 
Timm for a proposed amendment to the Outagamie 
County Zoning Ordinance and Map of the Town of 
Grand Chute to transfer the property hereinafter 
described from Agricultural District to Commercial 
District. 


The property in Question is located on the south 


side of Northland Avenue (County Truck Highway 
"OO" between 105 West Northland Avenue and 337 
West Northland Avenue in the Northeast V» of the 
Northwest V* of Section 23, Township 21 North, 
Ranoe 17 East, Town of Grand Chute, Outasamie 
County. 


For particulars, reference is made to documents 


on file in the Office of Coordinator of Public Ser- 
vices, Room 200, Court House, 410 South Walnut 
Street, Aopleton, Wisconsin. Any interested person 
may address the Zoning Committee by letter or 
appear in person or by agent and be heard 
Doted this 15tS day of February, 1973. 


OUTAGAMIE COUNTY 
ZONING COMMITTEE 


Joseph H. DeBruin, Chairman 


March 1, 8, 1973 


T 
February 12, 1973 


,* 
The first regular monthly meeting of the Applefon 


,T 
Joint School District No. 10 Board of Education was 


,f- 
held in the Board of Education Conference Room on 


,~ 
Monday. February 12, 1973. The meeting was called 


„*- 
to order by the President, Kenneth Saser. of 7:15 


S~ 
p.m. 


• ~ 
The following Board members were present: Mr. 
-" 
Sager, Mrs. Dahford, Mr. Becker, Mr, Heid, Mr. 


;.* 
Livingston, Mr. Schneider. Mr. McKenzie was ab- 
'f* 
sent. 
~ 
, 


i^ 
Mr. Becker pointed out an error in the minules-of- —c 
^ 
January 22, 1973, and staled that the last sentence in 
-, 
the second full paragraph on page 3 should read as 
;j 
follows: "A grant covering at least 70 per cent of the 
,f 
costs would be available to the school for the first 


it 
year of the program's existence." 


!< 
Mr. Schneider moved that the Board accept the 


|< 
minutes os amended. Second by Mr. Livingston and 
•;1 
corned unanimously. 
*' 
Communications: 


"*' 
Mr. Jerome H. Block — Re: Offer to Sell Property 
t. 
North of Foster Elementary School 
-, 
Mr. Elden Broehm. City Clerk — Re: An- 


*„ 
noirncement of Decision Concerning the Number of 
j. 
Boord members on the Apoleton School Board 


ft 
it was pointed out bv Mr- Zieman and Mr. 


C 
Schneider that the property adjacent to the Foster 


£• 
Elementary School playground was offered to the 
,- 
Aopleton Public Schools previously and that this 
offer was refused. It was the consensus of the Board 


-" 
that circumstances haver not changed since their 


•? 
previous refusal of this offer, and that it should again 


*1 
be declined. No action was taken. 


••' 
Hearing of delegations was called with no res- 
*; 
ponse. 


.'^ 
The reoori of the District Administrator proceeded 
I; as follows: 
'_ 
Under the direction of Dr. Johnston. Mr. Stan Ore, 
.'; 
PrincioaLof .Appleton High School East, reauested 
~ 
the aooroval~onhe Board for a transfer of funds 


~f~. 
within the Appleton High School East's mathematics 


•^ 
department budget to purchase a No. 1620 IBM 


"'_ 
computer at a cost of £2,000.00, plus an additional 
t; 
S1SO.OO to S175.00 monthly for an IBM maintenance 
contract. 


f- 
Mr. Ore stated that the school is mainly interested 
T- 
in this purchase for educational purposes within the 
'- 
mathematics department, ond that funds presently 
,'- 
budgeted for calculators could be transferred to 


^* _ make the ourchase. 
^*~ 
Mr. Livingston reauested that he be allowed to 


, _ look at Ihe computer and give his recommendation 
r^_ before the Boord as a whole took any action. There 
r.—- was no objection. Dr. Johnson stated that he would 
„,- present to the Board o list at the next meeting of the 
a,- transfers that would be affected, 
j - 
Under the recommendation of Mr. Boettcher the 
/*~ following action was taken: 
"it- 
Mr. Becker moved approval of the following con- 


'•*£ tract changes effective Semester II, 1973. 
„•"•' 
Long, Keith (Foster) — From Class l-Steo B: To 


J* - Class Il-Steo 8; Salary S5.160 28 
* - 
Met!, Wendy (Huntlev) —From Class il-Steo 4; To 
* ; Class Ul-Steo 4; Salary 54,624.02 
*s- 
Novilske. Rictwrdl (Highlands) From Class Il-Steo 
-, II; To Class Ill-Step lft~5alorv S5.840.16 
^ 
Schultt, Julio (AHS West) — From Closs 1-Sten 5; 
i," To Class l-Step 6; Salary S4.6B0.96 (withheld) 
•« J 
Second bv Mrs. Danford and carried unanimously 


.» 
on o roil call vote. 


•i „ 
Mrs. Donford moved oooroval of the following new 


•»-„ contracts. 
•»'„ 
BraiUrwaiJe. Jean HiaNands —Effective Feb. 19. 


•»• 1973—S3.116E311 I 
- - Courtoae. Poulette Madison — Effective Feb. i, 
~ . 1973—53,412.54 J 1 
~",, 
Second bv Air. Schneider ona carried unanimously 


^_ on o roll call vote. 
*", 
Under Jhe direction of Jim wcsJohal. Mr. Ronald 
•^ Knorr. Physical Education Coordinator, presented 
~.t, an overview of The &nvsical education proarcm ond 
*** the changes that are occurring an this orca. Miss 
, Lorraine SSeack, elementary ohvsicol education 


~» instructor, explained So Jhe Board the ohilosoohv of 
_ * movement education, which <$ bemo tough* in her 
_- classes. 
«. 
Mr. Westohol sooke tensity on Ihe February 21, 


_ 
5973. in-service session. 


— - fieoort ot Committees: 
- * Mr*. OarrfoTd resorted tor Jhe Education Wonnino 
*• * CommiMec stoimo then stiev *>OVE Jaiv.cd with coun-, 
* ' selors ond discussed wneTher t,r 101 the sJudenti ore 
• 
SWBinp CTOWBh COVrtMHlrtB. 


7 
She also staled tnat the Committee is Cis-cuijlne 


~ ta* oroduolioi T-coujremenls ond thot thev will 
* 
continue on2 rt»ortvto The Board when 1hev *iav« 
„ moSe soinf eeclMon-" -- 


% 
Mr. Livingston of the ?"crinnnel ond Nesotlotlons 
. Commillte rcouoted on ertculivc tcision to discuss 
» oroDosals 1or administrators ond suorrvnors soJarv 
r odluslmtflts lor 1973-74 
» 
Old Busmen. 


» 
Citing iht list of txcc~*ot$ whic'r-he arfoarfO >rom 


» the official Board book which mov hove oolicv 
f 
implications, Mr. Zicmon iusorlted thol ocrhoni i! 


* anyone hoi a feeling on onv of 1hme ociioni which 
• mioht t>* applies 'o DOHcv thet they be Introductd ot 
• 
She 14me the Board oolicv book is submittes tor 


" adootlon. There wos-no obiedion. 


New Suilnrij: 


[ 
Mr. Mffifl reQuested that n the mcrtas^a student 


'• rnrollmenl crt Aoplrton «'ah School West Would 


'. 
ncwiiitate o Cronos In fcounaorv Jints. *not the 


, oomintitrfiitic'n c-onncler crrotmp on or^o whereby on 


incoming *OBhomore could moke o choice oj 1o what 
school nc wouie Kite to otirnd There woj no otntc.- 


' t)on 


Mr Ht'd e*ores»?d on Inlcrett >n osklng the 


reorwrntotlve ot the Stole of Wiir.on5.in Insi/ronce 
cvnd to come to Aop'don ond present on onolysis 
ana o cott 1 'Haft for the 3l&1ric1's liwronce crogrom 
II curcho'.i'fl throuah the Stole Fund 
i 


Mr. Heig moved for executive wss'on Second t>v 


Ifr ScTtneiaer ana carrlea unonlmouilv, 


tsfr Sct»neider moved to reconvene 1o resulor 


&ess)on Second try W.rs Oonfori! ana ta'rlea 
ssion Sec 
oiJmoutlv 
W.r 
$<hr>ei3er mtv*d to odiouffl. Second in Mr. 


rrie-fl vnon 


Kart £. 


Courts 


An Appletor. girl who last week was 


placed on supervision for shoplifting, 
Tuesday afternoon was jailed for repeat 
offenses. 


At the suggestion of his court intake 


worker and after a short hearing, Ou- 
tagamie County Judge R. Thomas Cane 
ordered the girl to jail pending further 
court proceedings Friday afternoon. 


An Appleton detective said the girl 


took a bathing suit and blouse from the 
H. C. Prange Co. Monday and a blouse 


from 
Sears Saturday. 
She 
was 


apprehended when she tried to get a 
refund on the stolen merchandise from 
Prange's. 


Cane was told that the girl was 


placed on a year's supervision Feb. 26 
for shoplifting, was given six months' 
supervision a month earlier for 
truancy, ran away to Oklahoma a year 
ago and had to be returned at county 
expense and is continuously truant 
from school. 


"You're becoming a regular visitor in 


this court," Cane told the girl. 


Thursday, March 0, 1973' 
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A"12 


r Police & fire 


KAUKAUNA — Dan Nies'en, or- 


ganizer- for St. Mary Boy Scout Troop, 
reported that a room in the basement of 
the church used for scout meetings was 
broken into and cupboards and desks 
rifled, but nothing appeared missing. A 
panel in a door leading to the meeting 
room was kicked in to gain entry. 


Appeals board okays 
lot line variance 


KAUKAUNA -The board of appeals 


Monday afternoon authorized Building 
Inspector Harold Loeser to issue a 
building permit to Robert Vondracek 
for construction of a residence at Ovialt 
and Division Streets with variance in 
side lot line requirements listed in the 


zoning ordinance. 


The zoning code requires a 14 foot 


side lot line and Vondroeck con- 
templated building a home which 
would result in 11 foot side lotlmeJHis 
initial requestTor,a permit from Laeser- 
was denied on this basis resulting in his 
request to the board of appeals. No one 
appeared to-object to the, side lot line 
variance. 


4-PC. SPANISH STYLE 
LIVING ROOM GROUP 


As Advertised on TV... 


457 
COMPLETE 


Includes: 3-cushion sofa, 2-cushion 
loveseat, club chair, and oHoman 


'Balboa' country style Spanish design that looks 
so well in any surroundings. Handsome, cornfort- 
able and practical too... upholstery just wipes 
clean! Kiln-dried hardwood frames; plus foam 
cushioning. 


ACCENT CHAIRS 


IN VELVET OR HERCULON 


UPHOLSTERY 


SALE 


Use Individually For A Luxurious Ac- 
cent Or In Pairs To "Spark Conversa- 
tion. 
$68 


A & B in Soil Resistant Fabric or Herculon Fibers; 
C & D in Heirloom-Look Crushed Rayon Velvet. 


SALE 
10800 


7-PC. UPHOLSTERED DINETTE SET 


El Paso—'Medici-oak' Formica* table top high-lighted with 
black molding'and self-edge. Black legs with decorator collar 
trim 42x42x60" including 18" leaf. 6 chairs with upholstered 
seats and backs of Bolta-FIex supported vinyl topped with 
ornamental simulated black wrought iron. 


Both reduced! 


100 
188 ° 
138 


00 


Eltefric Dryer 


PERMANENT PRESS LAUNDRY PAIR 
Washer—automatic cold water spray before the spin 
cycle keeps permanent press wrinkle-free. 2 wash and 
rinse speeds; 3 temperature selections. 
Electric Dryer—10 minute cool-down protects permanent 
press from wrinkles. 3 temperatures. 
Matching Gas Dryer 
168.00 


WHITE AVOCADO GOLD 


9x 12 RUGS 


IN 3 FIBERS 


SALE24 
EACH 


Each rug has serged edges and Durogan* rubber 
backings, plus each one is flat-packed for easy 
carry-home convenience! 
A. Seaside—indoor/outdoor fiber of Herculon* ole- 
fin ihat wears longer and cleans easy. 
B. Troy—continuous filament nylon pile face in an 
all-over random-sheared effect 
C. Tex—dense textured polyester pile shag face 
In vibrant colors wilh superior resiliency. 
9x12 FT. POLY-FOAM PAD. 14 " THICK 
4.77 


BIG SCREEN 


PORTABLE 
COLOR TV 


Price tut! 
288 


00 


Big value! Big 18" diagon- 
ally measured screen! Hand- 
some thin-line cabinet; twin 
antennas; handle. 


STORE HRS.: 9:30 A.M. TO 10 P.M. - SUN. 11 A.M. TO 6 P.M. 


the more for your moneysworth store 


NORTHLAND PLAZA - HWY. OO AND RICHMOND ST. 


NEWSPAPER! 
NEWSPAPER! 


Dr. G. C. Tfiosfeson 
Coarse sand in urine 
must be checked out 


Dear Dr. Thosteson: From time to 


time when I urinate, mixed with the 


1 
'• urine are little blood particles like 


coarse sand. Does this mean anything? 


It will happen once or twice, then it 


.s won't happen for two months or more. 


What could be causing it? —CM. 


The first order of business should be a 


urinalysis to find out if what you see is 
blood at all. Hematuria, the medical 


; 
term for the situation, is best diagnosed 
as soon as possible. Blood cells can be 
readily detected by microscopic or 


! 
chemical examination in the doctor's 
office. 


Phosphate or urate crystals may 


tinge the urine and be mistaken for 
blood. Their presence is harmless and 


; 
depends on certain 
foods eaten. 


-'"• Microscopic examination will distin- 
.;•! guish the presence of such crystals 
- * distinct from blood cells. 
'- 
If blood is found, then the next step 


.t... would be a detailed examination of the 
•- whole urinary tract to determine its 
•>z, source. Several disorders, starting with 
^ the kidney and on through the ureter, 
"Z~ the bladder, the prostate and to the 
-- outlet tube (the urethra) can cause 


symptoms such as blood in the urine. 


You should definitely have your 


urine tested, the sooner the better, both 
for your peace of mind and to eliminate 


~ the possibility of any worsening of any 


< problem that may be present. 


- ^ Dear Dr. Thosteson: I would like to 
~~- know if it is safe to give a 'three- 
' ". month-old a liquid aspirin medicine 
;_"-, every day. I have a relative who gives 
^_ her baby some every day. She says it 
i-.- calms him down.—Mrs. H.A. 
t ^ T 


"-* 
J 
•r * 
This is unwise,-which may be putting 
-i it too mildly. 


Salicylate poisoning is one of the 


; -1 commonest we find in children. 


If you ask me, it's the mother who 


needs to be calmed. The less medicine 


. 
given children, the better, especially 
when it is being "prescribed" by non- 
medical people. 


I think you know your relative is 


- 
wrong and maybe you want to show 


: her this letter to prove it. Well, go 


ahead. 


'~ 
Dear Dr. Thosteson: I am in my 50s 


"^ 
and went through menopause without 


--; too much difficulty, but since then my 
_i love life has come to a halt because 
£ 
intercourse has become too painful. 


* 
/ 


•: Oshkosh campus mos? 
r popular for transfer 
r of Fox Center students 
,'; _ 
MENASHA — University of Wiscon- 


*- 
sin four-year campuses at Oshkosh, 


£ 
Madison, Green Bay and Mihvaukee- 


;~ 
are the most popular choices for 


'- 
transfer, according to a survey of UW 


•- 
Center-Fox Valley students. 


•- 
UW-Oshkosh is the most popular, as 


~~ 
108 of the 485 students enrolled at the 


.* 
UWC-FV indicate they will complete 


- their junior and senior years at that 
- 
campus. 


"- 
UW-Madison is the choice of 74 


~ students, while 48 say thev will finish at 
~ 
UW-Green Bay and 16 at UW-Mil- 


~ waukee. Most of the other campuses 
I- 
listed as choices for transfer are other 


;7 UW system campuses, although a 
•• 
number of students list private and 


- 
public colleges in-state and out-of-state 


'- as their choices. 


;. Faculty reduced at 
: UWO due to decrease 
: in student enrollment 
I 
OSHKOSH — Twenty additional 


- staff positions at the University of 
- Wisconsin-Oshkosh will be phased out 
"t. at the end of the current semester in 
Z. May in order to adjust the UWO staff 
- size to that which would be authorized 
~ for a projected 1973-74 fall semester 
7 enrollment of 11,332 students. 
^ 
University officials said this brings to 


-• 60 the number of staff positions to be 
-, phased out to help meet budget reduc- 
1' tions caused by an enrollment shortfall 
-- this year. Support of university staff 


and operations is based on "per 


• student" funding by the state. 
^ 
Although retaining its position as the 
' third largest campus in the University 
J of Wisconsin System, UWO was caught 
- in the national enrollment shortfall 
"-• trend The 1972-73 enrollment had been 
;_ projected at 12,300 students for funding 
- purposes, but only 11,312 students 
-- enrolled This was 1.000 students short 


of projections and 500 fewer than the 


1 1971-72 fall enrollment. 


Translated into dollars, this shortfall 


I was equivalent to 5929,667 to be re- 
; turned to the state- In projecting U W-O 
- enrollment to remain static In the fall, 
- budget funding would be more than 


~. $900,000 less than was originally bud- 
- geted for the year. 


" Hortonville schools 
to close Friday 
' 
HORTONV1LLE — All public and 


private schools m the school district 
will be closed Friday, Supt. Marvin 
Obry has announced. 


Obry said classes will be held that day 


- only if schools must be closed before 
, that because of inclement weather. He 
- said an extra day of classes was held 


before Christmas in anticipation of a 
snow day. 
: Willing Workers 
; schedule chili supper 
: 
SHIOCTON — The Willing Workers 


- of the First Congregational Church will 
.serve a chili supper from 5 to S p.m. 
•March 28 at the church. 
- Tickets will cost $1.25 for adults and 
- 75 cents for children under age 12. 


Is this common? Can anything be 


done to correct it? My husband, under- 
standably, is becoming quite an- 
noyed.—Mrs. J.F. 


That trouble is fairly common, but 


most certainly does not affect all 
women. 


The explanation is that changes have 


occurred in the lining of the vaginal 
tract—the tissues become thinner and 
drier. It is a result of the decrease in the 
amount of estrogen (female hormone) 
that accompanies menopause. 


The use of estrogen, either taken by 


mouth or used locally as a cream in the 
painful area, or the use of a bland 
lubricant are methods that should give 
you relief. 


It is quite possible that reluctance to 


talk about such matters in years past 
gave rise to some of the folklore that 
has 
been 
whispered concerning 


menopause. 


I'm glad you asked the question. It 


could well be that a considerable 
number of women your age will now go 
to their doctors for medication that will 


relieve their discomfort. (And maybe 
their husbands' discomfort as well.) 


: 
. 
9 


For a comprehensive discussion 


how to cope with the change of life, 
including scores of pertinent questions 
and their answers, write to Thosteson 
in care of The Post-Crescent for his 
booklet, "Make Menopause Easier,' 
enclosing 35 cents in coin and a long, 
stamped, self-addressed (use ZIP code) 
envelope to cover cost of printing and 
handling. 
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Th» Po»t-Cr«»c«nJ, Applt»on-N»*nah-MtiKiiha, Wit. 


Shop Conveniently, 
Safe & Comfortably 


Along the Enclosed Mall 


-at — 


VALLEY FAIR 


Shopping Center 


•Open Nightly'III 9 
-Free Parking 


LADIES' AND GIRLS 


SMOCKS 


SALE 


be W0rn with blouse or alone- Size 7-14, 


WOMEN'S SHEER 


STRETCH 


KNEE-HIGHS 


SALE 
44 
PR. 


Spandex® elastic top 
keeps sheer nylon up! 
Perfect for pantsuits! 
Sizes: A (8% to 
andB (10 to 11). 


LADIES' 
SLACKS 


Slacks of asst. fabrics, 
prints and solids. Sizes 
8-16. 


MEN'S AND BOYS' 
SPORT OXFORDS 


SALE 


PR. 


This sport oxford is so great looking, 
they'll want to wear it with slacks as 
well as for sports events. Oil products 
will not deteriorate the sole of shoe. 
Men's sizes 6l/2 to 12; boys' sizes 2l/2 
to 6. Terrific buy from Grants! 


FORTREL POLYESTER 


DOUBLE KNITS 


$197 


SALE I 
YD. 


Easy to cut, stitch, sew. Choose from crepe, 
Persian circles, Twigly mosaic stitches. 54/56" 
widths. Come in today and scoop up yards of 
this washable, dryable, packable fabric. 12/15 
yd. lengths. 


3-SPEED 
CONTROL 


MEN'S AND BOYS' 3-SPEED 


26 LIGHTWEIGHT BIKE 


SALE$47 


Geared for speed' and lightning-fast response! 
-3-speed trigger control; front and rear caliper 
hand brakes; carrying rack; rear reflector. Here's 
speed, stamina and economy! Green finish. 


Women's and girls' 26" lightweight bike 
s . 


with 3-speed twist-grip control 
Sale 
47 


CLIP COUPON AND BRING TO GRANTS 


AQUA NIT 


CLIP COUPON AND BRING TO GRANTS 


40 STURDY WOOD |g 


3/$l 
**' 
* 


• Regular and hard- 


to-hold formulas 


LIMIT; 3 per customer 


LOTHESPINS 


SALE p 
!«0 
m 


Spring Type. Mechanism 
§|j ^ 


Jong lasJing. 
xi^ 


LIMIT 4 BAGS 


CUP COUPON AND BRING TO GRANTS 


LYSOL SPRAY 
DISINFECTANT 


SALE 97C 


• Helps Stop Odors 


Kills Germs 


• Prevents Mold 


and Mildew 


CUP COUPON AND BRING TO GRANTS 


75°° OFF 
ANY PURCHASE 


OVER *600 


IN OUR STORE 


1 


^^x» 
^ 
^ 


CUP COUPON AND BRING TO GRANTS 
CUP COUPON AND BRING TO GRANTS 
CUP COUPON AND BRING TO GRANTS 
CLIP COUPON AND BRING TO GRANTS 


i this coupon 


$55°° OFF 


ON HEMS PRICED FROM 


*500to*600 I 


IN OUR STORE 


$45°° OFF 


ON ITEMS PRICED FROM 


$400 to *500 


IN OUR STORE 


With thii coupon 
ith lliif fu 


wmm. 


$35°° OFF 


ON ITEMS PRICED FROM 
*300 to $400 


IN OUR STORE 


$25°° OFF 


ON ITEMS PRICED FROM 


S200 to *300 


IN OUR STORE 


STORE HRS.: 9:30 A.M. to 9:30 P.M.-SUN, 11 A.M. Jo 6 P.M. 


the more for your moneysworth store 


NORTHLAND PLAZA - HWY. OO AND RICHMOND ST. 


INEWSPAPERif 


American tradition loomed 


i 


into coverings for today 


American history of hand crafted 


textiles is rich in technique, color and 
design To honor these hand woven 
fabrics of the 1800s, Fieldcrest has in- 
troduced the American Tradition 
Collection of bedspreads from the 
Valentine Museum of Richmond, Va 


The museum was the dream of one 


man and his provision of $50,000 creat- 
ed the cornerstone of this "living 
museum " In his will, probated in Rich- 
mond in 1892, Mann S Valentine II 
said 


"Many years of the life of my father, 


my brothers, my sons and myself have 
been devoted to securing and ac- 
cumulating objects of archaeology, 
anthropology and other kindred arts 
and in order to preserve these and to 
effect the publication of certain 
manuscripts and papers of scientific 
and literary value and make them all 
interesting, instructive and profitable 
to those of rny community and state, I 
desire to establish in the city of Rich 
mond, Va , an institute to be called 'the 
Valentine Museum' ' 


In four divisions, the museum is 


dedicated to providing today's fast- 
changing world with information of 
American tradition There can be seen 
antique furniture, silver, needle work, 
manuscripts, etc, gathered from the 
four corners of our nation 


The original bedcovenngs that ins- 


pired the new collection are displayed 
in the bedrooms at the Wickharn 
Valentine House, the portion of the 
museum that was recently dedicated as 
a National Historic Landmark. 


These bedspreads and coverlets were 


woven by women who refused to 
decorate their homes with new, imper- 
sonal, machine made 
fabrics 
in- 


troduced in their day Instead, they 
skillfully 
designed, 
wove 
and 


embroidered some of the most lovely 
and enduring home furnishings of their 
time Hand spun, hand dyed and in- 
dividually loomed, the creations fur- 
nished all parts of their homes and were 
proudly gi\ en as gifts 


Three of these have been created for 


the new collection 


I 


Elegant simplicity 


The mood of this master bedroom circa 1840 is elegant 
simplicity with antique furnishings and accessories from the 
Valentine Museum 
The Campbellton Estate bedspread, 


recreated for today s living, is a replica of an original 
candlewick bed covering handmade in 1840 and featuring 
this same center star design 


Campbellton Estate was handwoven 


originally at that home near Barbours- 
ville, Va A lovely white on white 
coverlet, it is a fine example of 
candlewick tufting The technique 
derives its name from the candlewick 
cording used to create the raised 
design 


Edgehill Manor, circa 1845, was 


woven at Edgehill, N C , the home of its 
creator Complex in design, it was skill- 
fully made of home raised, hand spun 
and home dyed red, white, olive green 
and brown wools. The hand weaving of 
this intricate pattern required the use of 
a clock reel to measure warp threads 
prior to the actual weaving This reel, 
commonly called a weasel, would click 
after a predetermined number of 
revolutions had been clocked It was 
this clicking sound that inspired the 
popular folk tune, "Pop Goes the 
Weasel" 


The third bed covering from 1840, is 


called Linden Court It was handwoven 
in pink and creamy white wools in a 
complicated overlapping design that is 
an adaotation of the traditional Wed- 
ding Ring motif This covering was 
received from the descendants of Major 
William Mayo who surveyed and layed 
out the lots of Richmond during the 
1730s 


All are examples of what we can 


expect as 1976 and the 
second 


hundredth anniversary of our country's 
birth grow near 


DOWNTOWN 


Fond du Lac 


FEATURING WISCONSIN'S 


FOREMOST 


Bridal Salon 


* DESIGNER BRIDALS *95 TO 
S250 


* BUDGET BRIDALS $25-s50-$75 


NEVER A CHARGE FOR 
BRIDAL ALTERATIONS 


* SELECT FROM OVER 300 BRIDAL GOWNS IN STOCK 
BRIDESMAIDS '25 {IN STOCK) SAMPLES '33 TO '60 


nD CM 
U F L » 


MON.-WED.-FRI. — 9 Jo 9 
TUES.-THURS.-SAT, 9 to 5 


'tA's 


9 South Main St. 


DOWNTOWN FOND DU LAC 


WOMEN'S WEAR 
* DISTINCTIVE GIFTS 


BRIDALS AND BRIDESMAIDS 


Valentine Museum 


The Valentine Museum in Richmond, Va , is 
recording and interpreting the 


dedicated to collecting and preserving, 
present 


past and 


] Appleton-Neenah-Menosha, Wis 


Thursday, March 8, 1973 
A-14 


Child's room 


Warm and alive with feeling of love 
and security, this bedroom would be 
home for any child of the late 1800s 
Children of this period were little adults 
and lived in worlds that were a mima- 


-m 


tureof that of their parents The original I 
bed covering, now on view at the » 
Valentine Museum, was woven at Ed- - 
gehill Manor in 1845 
It has been £ 


adapted for today s living m three 
~ 


popular traditional color combinations 


FINAL 


YEAR-END 


J/4 to Vt OFF 


SAVE 25 «, 5O% 


NOW! 


FUR PRICES WILL GO UP IX 
1OT3 — The Wall Street Journal verified this 
in their issue of Jan. 18th. SO ... .SAVE XOW 
by BUYING >OW! 


Nigbor's 


furs exclusively since 1B95 


Lay-away for fall., . 


FREE storage until then! 
208 Broodwoy 
ItKltlJV 


1FWSP4P&R! 


Ann Landers 
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Faith is key in marriage 


Dear Ann Landers: A word, please, to 


the woman whose husband died and a 
few weeks later when she was going 
through his wallet she found a picture 
of an attractive woman he clipped out 
of a newspaper. She had no idea who 
the woman was (the name had been cut 
off) or why her husband would be 
carrying it. She assumed the worst and 
was 
heartbroken. 
Maybe 
my 


experience will help her. 


Several months ago my husband was 


behaving in a strangely quiet way. 
Finally, after three days of near silence, 
he handed me a newspaper clipping he 
had found in my purse while hunting 
for my house keys. It was the picture of 
a good-looking man whom I had met 
briefly through my committee work. 
Without speaking he handed it to me. I 
was dumbfounded—until I turned it 
over and on the reverse side was a 
recipe for Hungarian goulash which 1 
had clipped several weeks before and 
had forgotten. 


That night we had Hungarian 


goulash for supper and he apologized 
profusely for having had so little faith 
in me.—Richmond, Va. 


Dear Rich: The operative word is 


"faith." Thanks for providing it. 


Dear Ann Landers: I am marrying a 


fine young man who was married 
before. The marriage took place when 
he was very young (age 18) and his wife 
gave birth to a baby girl seven months 
later. They were divorced shortly after 
the child was born. His ex-wife moved 
to another part of the country and her 
well-to-do parents insisted on taking 
over the financial responsibility for the 
child. Three years later his ex-wife 
married a college professor and my 
fiance permitted the stepfather to 
legally adopt his little girl. He has not 
seen either his wife or child for several 
years and doesn't wish to. 


The problem is that my fiance's 


mother has a large photograph of her 
granddaughter in the dining room. She 
has not seen the youngster in years 
either but it is her only grandchild and 
she cherishes that picture. Ann, my 


parents will be having dinner there in a 
few weeks and are bound to ask, "Who 
is this little girl?" I have not mentioned 
my fiance's first marriage to anyone. 
My parents are deeply religious and I 
was afraid it might damage their 
opinion of him. They think he is perfect. 
Any advice?—Shaky 


Dear Shaky: Tell your parents at 


once. There is no other way. 


Dear Ann Landers: I am panicky and 


need your advice. I just learned that 
someone who is very'close to our family 
is a homosexual. I was shocked, to put 
it mildly. 


He does not know that I am aware of 


his deviation. I could overlook it, ex- 
cept for the fact that I am concerned 
about our children. 


We have two little boys. Will you tell 


me, please, if homosexuals have any 
special interest in young children? Al- 
so, do you think he might try to 
influence our little boys against 
girls?—Afraid 


Dear Afraid: The percentage of 


homosexuals who are child molesters is 
actually 
smaller 
than 
among 


heterosexuals. Your little boys would 
probably be safer with this friend than 
with a "funny" heterosexual uncle. 
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Fabric shrinkage remains 
big problem for consumers 


BY FRANCES DIEDRICH 


A brief snatch of conversation, 


overheard in an elevator could have 
been approximated a thousand times 
during the day. It referred to a common 
problem — fabric shrinkage. An office 
worker said to her friend: "You know 
that brown raincoat of mine? I washed 
it. Now I have a short jacket. My 
mother said, 'Any idiot would have 
known better!'" 


We prefer to think that her in- 


telligence was simply side-tracked. As- 
suming that shrinkage will not occur in 
today's fabric is a common misunders- 
tanding. Many women think that 
because a fabric is made of so-called 
"miracle" man-made fibers, it can take 
any kind of cleaning. Not so. 


Of course, there is no record of the 


number of disappointments and the 
money loss represented by garment 
shrinkage after home laundering. It is a 
matter of record that fabric shrinkage 
is the major problem encountered by 
dry cleaners; and that in most cases the 
garment manufacturer is responsible. 


What causes fabric shrinkage? Dur- 


ing manufacturing, fabric undergoes a 


slioe stoi?e 


College Ave. at Oneida St. 


Ladies ... Do you wear 
shoe size 10 
]/2 or 11? 


Lucky You! 


We have a large collection of over 250 pairs of 1973's Favorite 
styles in sizes 10'/2 and 11; widths AAAA to B! Part of our total 
size story in dress or casual shoes, loafers and sandals ... for 
our customers with very special feet. 


great deal of punishment. It is tightly 
stretched 
on the loom, washed 


vigorously, given special finishes, dried, 
pressed, wound on rollers and a lot 
more. Unless shrinkage control is 
applied somewhere along the line, 
eventually the fabric is going to relax 
from all its stresses and strains. This is' 
called relaxation shrinkage. It can hap- 
pen whether the cloth is made of na- 
tural or man-made fibers. Heat, steam, 
water and excess action in washer and 
dryer hasten this relaxation. 


Another type of shrinkage is caused 


by the fiber. Cotton, linen, rayon, ace- 
tate and triacetate absorb moisture. 
The fibers swell, drawing fabric into 
narrower width. Handironing will help 
restore normalcy. Machine pressing in 
a commercial laundry will not. 


Felting shrinkage is peculiar to wool. 


It is caused by interlocking of the tiny 
scales on wool fiber. When the fibers 
move around during washing, they mat 
together. There are special applications 
for wool fabric, which prevent felting 
shrinkage. 


Knits of any fiber will shrink more 


than woven fabric. The knit loops are 
stretched out as much as 10 to 35 per 
cent during knitting and finishing. 
Unless stabilized, they return to their 
normal state during laundering. The 
garment becomes shorter and wider. 


According to the 
International 


Fabricare Institue, "Shrinkage has 
been especially noticeable in men's 
polyester double knit suits. In some 
cases, it is possible to steam the gar- 
ment and stretch it back to shape. But 
this is only a temporary correction. The 
fabric tends to revert to its shrunken 
dimensions after hanging for several 
hours." 


How 
do 
you 
guard 
against 


shrinkage? Look for detailed informa- 
tion on labels and hang tags when 
buying yard goods, ready-to-wear and 
home furnishings. The percentage of 
shrinkage to be expected should be 
specified.-The words, "shrinkage con- 
trolled," alone don't mean a thing. 


Take extra precautions. Before cut- 


ting out knit yard goods, wash the 
fabric or have it drycleaned, depending 
upon the normal care required for the 
finished garment. Allow it to relax on 
the cutting table, overnight if possible. 


When 
laundering 
"Sanforized" 


labeled fabric or garments, take them 
out of the dryer while damp and iron 
them. Launder only woolens that are 
labeled washable, using cold water de- 
tergent in a full tub of cold water with 
gentle agitation and a minimum of 
washing time. This also applies to 
loosely 
knit acrylic, nylon 
and 


polyester. 


Youthcraft's 


CUSTOMETTE 


^- 


... fashioned especially 
for the petite figure 


Relaxed sleeves, uncluttered front wish single breasted 
closing. The only interruption ... catawampus pockets 
with loose overpoints and the extra added attraction of 
another button. The cut of the bode gives you a pretty exit. 


See hundreds of exciting, neu> spring coal am"r- 
ah, size* 6 thru 2O, priced from *44 to *95. 


"When You Wtmt The Bent Selection" 


220 E. College Avenue 


SHOP MONDAY AND FRIDAY TJL 9 P.M. 


Erma Bombeck 


Picture taking day is worse 


1 A young mother writes, "At what age 
is a child capable of dressing himself?" 


I always say when a kid can reach 


into the dirty .clothes hamper without 
falling in, he is probably ready to as- 
sume responsibility for what he wears. 


A child develops individuality long 


before he develops taste. I have seen my 
kids straggle into the kitchen in the 
morning with outfits that need only one 
accessory: an empty gin bottle. 


There is always one child in the 


family who thrives on insecurities and 
must have her emotional temperature 
taken every five minutes. J call it the 
"Parade of the Closet." Beginning at 7 
a.m., she will appear at breakfast fully 
clothed and ready for school. Before the 
cereal has stopped exploding in the 
bowl, she has disappeared to her room, 
and is in another complete outfit. Four 
words from her mother ("You look nice 
today") and she is off again for the 
bedroom in tears for still another 
complete change. 


She plays the game of musical 


clothes 
until 
she 
runs out 
of 


clothes/the school bus leaves/or her 
mother is institutionalized . . . 
whichever comes first. 


There is always the kid who has an 


aversion to clean clothes. He is allergic 
to creases in trousers, socks that have 
soft toes, underwear that is folded, and 
sweaters you can sniff without passing 
out. He's the child who applauds the 
commercial when there is a "ring 
around the collar." 


The opposite is the youngster who 


neither desires what is in his closet nor 
what is in the dirty clothes hamper. He 
wants what has to be ironed. I have 
always said, "If I had nothing in my 
ironing basket but a diaper, that kid 
would wear a top hat and want to go to 
school as the New Year." 


Last year we allowed our children to 


pack their own suitcases for our vaca- 
tion. One wore a baseball cap and a pair 
of brown corduroys for an entire week. 
(We told everyone he had had brain 
surgery.) 


Another brought one coat. . an old 


Army jacket belonging to his father. 
(He looked liko a deserter from the 
other side.) The other one packed one 
pair of shoes: a red, white and blue pair 
of sneakers with stars. The only time he 
didn't look out of place was under a 
basket in the coliseum. 


Last week, all three of my children 


looked worse than usual as they headed 
for the door. "Why do vou all look so* 
rotten today?-! asked. "Are you in the- 
school play or something-?" 
> 


"No, we're having our class pictures' 


taken," they said. 


It figures. 
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Every diamond in 


our collection is 


chosen for maxi- 


mum color, clarity 


and cut. Our 


mountings are 


imaginitively 


designed and, 


masterfully crafted. 


Our integrity has 


built customer 


confidence, our 


most priceless 


asset. 


Sam Belinke 
•Jewelers 
College & Oneida 


FfcWers 
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DAISIES 


Reg. S3 Doz. 
NOW 


%A 


i*. 


»>!? 
MUMS 


LARGE 


BOUQUET 


REMEMBER 


MEMORIAL DKivc 
WMSfS 


JUST ACROSS FROM 


VALLEY FAIR 


on the 


Appleton-Menasha Road 


ROSES 
Friday Only 


$'" 


Cash & Carry 


G^? 


CROCUS 


HYACINTH 


PLANTS 
Reg. M.79 


Your 


Choice 


i^^ 


March 
17th 
StPatricks Dan 


SHAMROCK 


PLANTS 


l£jfttfi$ ReS.80cNOW 


WATCH... for Our 


Green Carnation Special 


QUANTITY PRICES AVAILABLE 


FOR YOUR PARTIES 


NOVELTIES 


Area's Most Complete 


Selection 


liven Up Your Parties Wffh . . . 


* Shamrock Shaped Vases 
• Irish Dolls "St. Pat's Pins 
•Fresh GREEN CARNATIONS 
»PIcs Many Other Novelties 


OUANmr nCKXS AVAKAKE 


rOC YOUR PAKTIB 


MEMORIAL DRIVE FLORISTS 


and Greenhouses, Inc, 


Appleton-Menasha Road 
Tel 731-3136 


Member of Professional Florists Association 
Open Daily 9 a.m. io 5 p.m. Including Saturdays 


EWSFAFERI 
SPAPERf 


Gourmet corner 
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Mushroom delectable in own right 


ByTOMHOGE 


AP Newsfeatures Writer 


For centuries man has sought out the 


mysterious 
fungus 
called 
the 


mushroom to garnish the meat, fish or 
fowl gracing his table. 


But today the mushroom has become 


more than a mere delicacy to dress up a 
steak or help stuff a chicken. Chefs 
recognize it as a delectable food in its 
own right, and nutritionists say the 
fungus contains plenty of minerals, a 


Homemakers 
hold meeting 


Officers, center chairmen and educa- 


tional chairmen of the Outagamie 
County Extension Homemakers met at 
the Court House Annex in Appleton 
Monday to discuss center meetings. 
Mrs. 
Paul Winterfeldt, Shiocton, 


president, presided. 


Those in attendance decided that the 


programs as arranged give everyone 
involved an opportunity for members 
of each club to attend meetings and 
carry information back to their in- 
dividual clubs. Any center wishing to 
hold center meetings may do so on its 
own A list of projects and subjects for 
further meetings was turned over to 
Mrs Alice Schultz, home economist. 


Mrs. 
Edward Cooper has accepted 


the international chairmanship and 
Mrs. Henry Schaefer, is cultural arts 
chairman. 


Mrs. Eugene Books, vice president, 


Hortonville, has finalized details on 
Homemaker Night scheduled May 10 at 
the Columbus Club. Tickets are $2.75 
and may be obtained by the respective 
clubs as their reservations arrive. 


Mrs. lone Tackman, safety chairman, 


will be presenting two highway safety 
meetings in April. Members will be 
notified of the time and dates of these 
meetings. 


fair amount of vegetable proteins and 
essential vitamins. 


Scientists estimate that there are 


about 38,000 varieties of mushrooms 
lurking in shaded nooks in various part 
of the world and that more than 700 of 
them have proven edible. 


Only one type of mushroom is cul- 


tivated commercially in the United 
States, an adaptation of the common 
field variety. But wild mushrooms like 
the cepe and morel are imported canned 
or in dried form from France and sold in 
our fancier food stores. 


The mushroom goes back to ancient 


times. The Romans prized it so highly 
that they designed a set of cooking 
utensils expressly for the fungus. 


The little umbrella-shaped plants 


were regarded as a delicacy by the 
Chaldeans of Biblical times. The 
Chinese, Indians and Japanese gathered 
them from the woods and fields for their 
cookpots. 


When I stayed with friends in 


southern England some years ago, 
my host and his wife used to prowl 
through the woods at daybreak and 
bring back a basket of mushrooms 
which they served grilled on toast for 
breakfast. 


Hunting for mushrooms is pleasant 


but perilous unless you are well 
acquainted with the lethal varieties like 
the bellshaped Death Cup which grows 
over much of America and packs a 
poison that has about th"e same effect as 
the venom of a rattlesnake. 


Unless you are an expert, it is best to 


buy your mushrooms, from the 
marketplace. If you prefer the imports, 
most cooks find the dried cepes and 
morels preferable to the canned 
variety. They are cheaper to begin with 
and have more flavor. Unlike fresh 
mushrooms, the dried fungi can be ' 
cooked for long periods of time without 
coming to any harm. 


I was a guest recently at the New 


York Plaza Club which is perched 50 
floors above street level at the foot of 


10th annual DEAF, Inc., meet 
hears of youngsters' progress 


NEENAH-DEAF, Inc., recruiter of 


teachers for the deaf, had its tenth 
annual meeting Monday and heard 
Mrs. Dorothy Hayes, clinical supervisor 
in the School for Communicative 
Disorders, University of Wisconsin- 
Madison, talk on parental help to deaf 
children. 


She told members about the duties of 


a professor at the university who works 
with families of deaf pre-school 
children and showed a film about one 
such family and their nine-month-old 
child. 


Mrs. Hayes also told about a mothers' 


group that has been formed in the,. 
Madison area to help each other with 
common problems concerning their 
deaf youngsters. 


Officers were elected. They are Mrs. 


Sheinwoid on bridge 


Garwood Ferns, president; David 
Johnson, Appleton, vice president; Mrs. 
Patrick Laux, Appleton, recording 
secretary; Mrs. Henry Paull Jr., Apple- 
ton, corresponding secretary, and Mrs. 
Archie Paulson, treasurer. 


Directors for a two-year term include 


Mrs. Laux, Johnson, Mrs. Ferris and 
Mr. and Mrs. Averill Wiley, Appleton. 


Plans were discussed for the annual 


fund-raising dance which has been set 
for May 4 at Sabre Lanes, Menasha. The 
Winnebago Lake Flies will provide 
music for dancing. 


The group commemorated its 10th 


anniversary and noted that 44 single 
scholarships, aiding 19 persons, were 
granted- David Thomas, recipient of the 
first scholarship, attended. Thomas is 
now a teacher of the deaf at North 
School, Oshkosh. 


Keep lead away from 
dangerous opponent 


Sometimes only one of your op- 


ponents is dangerous, and you must 
therefore avoid losing tricks to this 
player. It may be quite safe to lose a 
trick to the other opponent. The 
difference does not depend on which 
opponent is more skillful or makes 
more noise; it is purely a matter of 
position. 


North dealer 
Neither side vulnerable 


NORTH 
4 63 
<? AK 
O 1063 
* A K 8 6 4 2 


WEST 
4» A J 9 7 4 
9 874 
<> KJ 72 
* J 


EAST 
4 10 82' 
q? Q 9 6 5 
O 98 
* 1 0 9 7 3 


SOUTH 
4 KQ5 
tf J1032 
O AQ54 
*Q5 


East 
South 


Pass 
2 NT 


Pass 
Pass 


West 
Pass 
Pass 


>orth 
1 * 
3 NT 


Opening lead — 4 7 


West opened the seven of spades, and 


East put up the ten. South properly won 
with the queen of spades. 


At this stage, East was the dangerous 


opponent. If East won a trick, he would 
lead another spade, and West would 


x 
WEDDING INVITATIONS 


m 
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^ 
'New Mod Colored Papers 
jE 
^ 
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r* 


« 
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take the rest of the spades. 


West was not dangerous. If West 


won a trick in some other suit, he could 
not safely attack spades. To do so 
would give South a second spade trick. 


South recognized this and looked for 


a way to develop the clubs without 
giving a trick to East There wasn't very 
much that South could do, but he saw 
one cautious play and promptly made 
it. 


At the second trick, South led the low 


club from his hand, instead of the 
queen. West naturally followed with 
the jack of clubs, 
and South 


triumphantly played a low club from 
the dummy. This gave a club trick to 
West, who could do no damage, and set 
up the rest of the clubs. 


West led a heart to dummy's king, 


and South continued with a club to his 
own queen. Now he could get back to 
dummy with the ace of hearts to cash 
the rest of the clubs. He made game 
easily with five club tricks, one spade, 
two hearts, and one diamond. 


The result would be quite different if 


South took the first club trick with his 
queen. There would be no way to run 
the clubs without giving East a club 
trick. Then East would lead a spade, 
and the hand would blow right up. 


Daily Question 


Partner deals and bids one spade. The 


next player passes, and you hold: S- K Q 
5,H-J 1032, D-AQ54,C-Q5. What do 
you say? 


Answer: Bid two diamonds. You 


cannot jump to three spades with only 
3-card spade support, nor to 2-NT with 
only Q-5 in one of the unbid suits. Show 
a suit of your own and await develop- 
ments. 


'A Pocket Guide to Bridge" written by 


Alfred Sheinwoid is available. Get your 
copy by sending 50 cents to The Post- 
Crescent, Box 3338, Grand Central Sta- 
tion, New York, N.Y. 10017. 
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CLOCKS—79 STYLES 


NEW SHIPMENT 


CUCKOO-KITCHEN 


NOVELTY-DECORATOR 


.fill- ill*' Trader's 
Vt Mi, S. «* Apptoton *n Mwy 


DIGITAL ALARMS 


Manhattan and provides a aazzling 
view of New York Harbor. 


The chef at the club is obviously a 


mushroom buff and has an impressive 
array of recipes. One for creamed 
mushrooms in vol-au-vent, or feather- 
light pastry shells, particularly appealed 
to me. Here is the recipe: 


1 ounce dried morels 
3 ounces butter 
2 ounces flour 
6 ounces cream 
Vt ounce sherry wine 
J/z ounce brandy 
4 ounces chicken stock 
'/z ounce shallots 
Paprika, salt, pepper to taste 
Soak morels in cold water for 21/: 


hours. Prepare a roux with butter and 
flour, adding white sherry and chicken 
stock and simmering 10 minutes. 


Separately saute shallots and morels, 


flame them with brandy and mix with 
the above sauce, adding salt, pepper and 
paprika.-Pour mushrooms and sauce 
into pastry shells and serve. Makes four 
servings. Good with a dry white wine. 


love is... 


3 S 


. . . when little 
things mean a, lot. 


Public card party 


United Commercial Travelers public 


card party will be held at the Masonic 
Temple on Saturday. Prizes will be 
awarded and sandwiches and coffee 
will be served. A donation is being 
asked. Tickets are available to the 
public at the door. Proceeds will go the 
retarded childrens' fund and other 
group charities. 


Fashion cookware 


New fashions in Teflon are coming. 


Still in the developmental stages are 
stylized finishes for Teflon III. A variety 
of colors are being planned, tested and 
approved. Cookware interiors will 
combine washability with glamour 
alreadv available in exteriors. 


Now knits 


The era of dressing based on 
knits shows a trend toward 
contemporary classics. PJaids 
ore the favorite for spring "73 
fashions. Typical is this trio in 
Encron polyester double 
knit—the two button, plaid 
suit with flap pockets and 
matching plaid pants is sub- 
dued and business like. For 
casual weekends, add solid 
color 
Encron 
polyester 


trousers and V neck sweater. 


FREE 


BANQUET ROOM 


^for- 


Weddings, Showers 


Banquets, Parties 


TWIN CITY BOWL 


981 Hank Road — M*nasha 


Jeaning of America 


Jeansuits with a coordinated look mix and 
match for summer fashion fun. She wears the 
unconstructed |ean jacket with shirred back, 
natural shoulders and high peaked lapels. He 
wears the short jacket buttoned in front and at 
the sleeves with knitted back band insert for 
snug fit. Muted patch plaids pick up the 
pastels of the dacron and gabardine slacks, 
cuffed and proportioned for him and her. 


Vibrant color combinations, at center, for any 
bike path show up in imported linen plaid 
seersucker |eans with wide belt loops. 
Togetherness again appears in his natural 
shoulder, traditional cut, two button jeans 
jacket, hers with the new trailblazer short 
zipper jacket with front flapped and stitched 
pockets. Matching slacks of polyester dnd 
cotton complete the picture in spring jeans 
from Longions. 


Plan.for new business carefully 


"NEW 
YORK (AP) — Starting a 


"super" business isn't really so difficult. 
All that's required are nerves of steel, 
absolute faith in oneself and planning, 
planning, planning. 


With $900, ambition, enthusiasm and 


some ideas, Claudia Jessup and Genie 
Chipps got out of the aspiring actress 
business and into a new service business 
they called Supergirls Enterprises, Ltd. 


They have not been successful beyond 


their wildest dreams, but at least thev 
have a long list of business clients and a 
plus balance at their bank. 


"When we breezed into business 


there was no pre-planning," said 
Claudia. "We had an idea and boom — 
we had a telephone, some assignments 
and we fell in love with the business. 
That isn't the way we'd do it now." 


Four years later, after many inquiries 


from women who would like to start a 
business of their own, "We thought 
we'd write a book about some of the 
things we learned," Genie said. 


"There's a universality of experience 


in business, whether it be cosmetics, 
advertising, interior decorating or res- 
taurants, and we've talked with people 
involved in all of them. Everybody 
agreed with us on the fundamentals,"' 
Claudia added. 


"You can't get scared off. You can 


learn by doing. Starting a business is not 
so hard if you have e thusiasm and think 
it through," Genie said. 


Strongest of advice Supergirls has to 


offer is to get a Irofessional in the 
beginning to plan a budget, check 
overhead and make projections for the 
future. This professional could also 
check progress at regular intervals —six 
months, one year, etc. 


"You'll be doing yourself a favor to 


hire him and he will think of all the 
things that have to be dealt with as you 
go along —licenses, taxes and all that. 
And maybe you will only have to pav 
him occasionally," Genie said. 


"The accountant can do projections 


SALE 


SAVINGS UP TO 
1/2 OFF 


Dress Sale 


SAVINGS UP TO 
1/2OFF 


SPORTSWEAR 


SALE 


SAVINGS UP TO 
1/2 OFF 


Jke Crete's Ctmrge 


Master Cboige » Bonltomsricord 


on how many of your bills will be paid, 
whe can even work out bill forms for 
things like services —party planning, or 
menu costs if you plan a restaurant or 
food service business. 


"Hecan also offer help with overhead. 


In large cities, overhead can be quite 
high," Claudia added. 


They admit they might not have made 


a go of their business if they had not run 
it on a shoestring from Claudia's 
apartment the first year. Bank service 
departments and the Small Business 
Association also have counselors to help 
with financial planning for new 
businesses. 


"Then you need an honest evaluation 


of your business idea before it's 
launched. Try out the idea on your 
friends, getting an informal survey of 
their evaluation of its possibilities for 
success. It will give a good feeling of 
how something is going to go," Claudia 
added. 


Competition, experience in a field and 


financing should be considered at 
length. 


"Lots of people have terrific ideas, but 


they can't quite take that first step to get 
out and make it," Claudia said. 


The all-purpose service bureau which 


is Supergirls was based on experience 
Genie and Claudia had obtained from 
part time jobs they had taken while 
seeking their big break in the theater. 
They decided they could shop for. 
hard-to-find items, plan original parties, 
do research, decorate homes, carry out 
promotions and find creative talent for 
specific jobs. 


"Private people never could 


appreciate the time we spent doing their 
jobs... and they weren't very good about 
paying their bills," Genie said. 


So Supergirls now deals primarily 


with large businesses. 


"We are still doing some finding on 


behalf of agencies but we're more in- 
volved in promotions. We are able to 
come up with our own ideas and use 


some of our creativity in the feminine 
market, and that's important to us. We 
are involved in a new magazine on a 
very speculative basis but we believe in 
it. And it's still the " greaf ~furi 
of Superirls that %ve can work in so 
many areas, not just one," Claudia said. 


Genie added that they have learned a 


number of business tricks. 


"When we're not certain what a 


company wants to pay for a job, we 
make a list of all the things we're going 
to do and include a few very useless 
items, things we know from past 
research and so forth. At the end of our 
presentation, if the client thinks the cost 
is too high, we tell him we can cut items 
four, five, six and eight and bring the fee 
down," she said. 


"It's a kind of education you can't get 


until you're on your own. If you're naive 
about business, you tend to forget that 
in its broadest definition, it is a profit- 
seeking concern. Things get easier, not 
harder when you're in business "for 
vourselves," Claudia added. 
Bake sole is 
planned Friday 


KAUKAUNA^A bake sale to raise 


money to purchase an organ will be 
held from 9 a.rn. to 1 p.m Friday in the 
main recreation room on the first floor 
of Riverview General Hospital. 


Employes of the hospital are spon- 


sors of the event. Visitors are to use the 
office entrance at the front of the hos- 
pital. 
Square dancing set 


NEENAH-Happy Soles Dance Club 


will be dancing at the Labor Temple 
Hall, Green Bay Road, at 9 p.m. Friday. 
Tom Haie will be calling Surprises are 
planned. Pat and Rup Rausch, and 
Myrtle and Mel Van Matter are on the 
committee. All area dancers are invited. 


OfUft Doily £30.5:30 


Of** Mon.-Thun. ft ft*. 


Until »O'Ck>ct- 


The costume that says it all 


*48 


Marvslouily carefree m woshoble ioc- 
quard polyester double knit. 3ed or 
brown. 


* Matter Charge • 


NEWSPAPER! 


Margaret Van De Loo 
Sandra Skiba 
Denise Bursack 


Friends toast newly weds 


Kaufman-Mence 
-Married Saturday at St Joseph 


Catholic Church were Betty M Kauf- 
man and Keith E. Mence. 
- The bride is the daughter of Mrs. 
Rayburn W. Kaufman, 708 N. Mason 
Si, and the late Mr Kaufman. The 
bridegroom is the son of Mrs. Edward 
Mence, Racine, and the late Mr. Mence. 
'Honor attendants were Joan Miller 


jind Gregg E Davis, both of Racine 
-Ivliniature bride was Dianne Kaufman 


and ring bearer, Jeffery Kaufman 
Other male attendants were Tom L. 
Kaufman and Steven Augustim. 
~ The new Mrs Mence was graduated 
from the University of Wisconsin 
Oshkosh, is employed at Wisconsin 
Southern Colony and Training School, 
Union Grove, and is an art teacher at 
SJ; Catherine High School, Racine Her 


" husband is abo employed at Southern 
. Colony and is attending the University 


Q/ Wisconsm-Parkside, Racine, where 
they will reside 


EASY ETIQUETTE 


. BY JEANNE HARRIS 


I tr *•« 


Constantly waving and flutter- 
ing /our hands not only makes 
you appear awkward and ill at 
ease, it is most annoying to 
others Reserve your gestures for 
ones that really count 


Newest Selection-Beautiful 


RINGS 


V. SCANLAN 


Master Jewelers 
Vallty Fair, T»l. 734-9062 


Nordost-Ludwig 


MARINETTE—Married Saturday at 


Sacred Heart Catholic Church were 
Sharon Nordost and Francis P. Ludwig 


Parents of the couple are Mr. and 


Mrs Harold F. Nordost and Mr and 
Mrs. Albert Ludwig, route 1, Chilton. 


Matron of honor, Mrs Paul Ludwig, 


Chifton, was accompanied by Mrs 
Jerome Szymik and Mrs Lawrence 
Lichti. 


Assisting best man, Paul Ludwig, 


Chilton, were Richard Nordost and 
Mark Ludwig. 


The new Mrs Ludwig is employed by 


North Central Airlines, Milwaukee. Her 
husband, who served with the Navy for 
four years, is also with North Central 


They will reside in Greenfield 


Ingram-Stevens 


ECLECTIC, 111. -Donna Gay Ingram 


and Charles H Stevens were married 
recently in the home of the bride She is 
the daughter of Mrs. Gaddis Frazier 
Ingram and the late Mr Ingram 
Parents of the bridegroom are Mrs Lois 
Stevens, and Norman Stevens, Apple- 
ton. 


The former Miss Ingram was given in 


marriage by her uncle, Carl Oliver 
Assisting the bride were Rita Ingram, 
Joyce Atkins and Beverly Wheat Best 
man was Kile Dodd. 


They will live in Rantoul, 111 , at 


Chanute Air Force Base where the 
bridegroom is stationed. 


/Cnoener-W/ese/er 


Bethany Lutheran Church was the 


setting Saturday, as Kathleen Mary 
Knoener and Gary Lee Wieseler 
repeated wedding promises 


Parents of the couple are Mr. and 


Mrs. Elmer H Knoener, Green Bay, and 
Mr and Mrs Warren Wieseler, 520 W 
Sunset Ave 


Sandra Knoener, Green Bay, attend- 


ed as maid of honor with Jean Haese, 
Nancy Klug, Jean Absher and Mrs 
William Knoener as bridesmaids 


Assisting 
best 
man, 
Michael 


Wieseler, were James Wieseler, Ronald 
Diemel, Dennis Lamers, 
William 


Knoener, Gary Cast and John Tahher. 
Tahlier. 
' The new Mrs Wieseler is employed 
by Wisconsin Wholesalers Inc, Green 
Bay. Her husband is attending the 
University of Wisconsin-Oshkosh 


With 


You Can 
Recarpet 


- Since you can't go around saying you're terrific, 


let our clothes do it for you 


Sporty shirt jacket in navy 
red Cuffed-up trousers in 


navy/white, red/white check 


Both in woven polyester. 


Skinny-rib, back-zip turtle- 


neck in white, navy, red 


Trousers *28 


Jacket'34 
Turtle M 3 


Country Set 
tells S-fie haberda- 


slory for 


spring1! Flippy 
•and shirt leading 
checkered lives in 
novy/white 
or 


red/white. Tailored 
blozer |acke1 in solid V 
'ed or navy. Jacket and 
skirl of woven polyetfer. 
JocVo'44 
Sbrt'24 
Shirt'18 


OPEN 


Monday & 
Friday Mite 
•HJ9p.ro. 
The FASHION SHOP 


117 E College Ave. 


Convenient 


at tht Rear 
of Our Store 
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Von De Loo-Lasee 


KAUKAUNA-^Mr. and Mrs. Robert 


Van De Loo, route 2, have announced 
the engagement of thefr daughter, 
Margaret, to Mark Lasee, son of Mr. 
and Mrs. Gerald Lasee, DePere. They 
will wed in May, 1974. 


S/c/ba-Thompson 


An Aug. 11 wedding is in the offing 


for Sandra Ann Skiba and Luther C 
Thompson Jr. Their engagement has 
been announced by her parents, Mr 
and Mrs. Reynold Skiba, 409 W. Eighth 
St. Her fiance is the son of Mrs Luther 
C. Thompson, Twin Falls, Idaho, and 
the late Dr. Thompson 


Bursack-Wied 


MENASHA-^. June, 1974 wedding is 


in the offing for Denise Mary Bursack 
and Rick James Wied. Their en- 
gagement has been announced by her 
parents, Mr and Mrs. James Bursack, 
394 Walnut St Her fiance is the son of 
Mr. and Mrs Peter Wied, 204 Western 
Ave., Neenah. 


A/exander-Lewondowsk/ 


Mr and Mrs William T Alexander, 


1201 S. Walden Ave., have announced 
the engagement of their daughter, 
Julie, to Mark Lewandowski, son of Mr 
and Mrs John Lewandowski, Medford 


Mue//er-Foes 


BEAR CREEKS. July wedding is 


being planned by Sharon Mueller and 
Gordon Foes Their engagement has 
been announced by her parents, Mr 
and Mrs. Ernest Mueller He is the son 
of Mr and Mrs John Foes, Sheffield, 111 


M///er-Naw"s 


NEW LbNDON-An October wed- 


ding is being planned by Deborah Miller 
and Darryl Navis Their engagement 
has been announced by her parents, 
Mr and Mrs Roger W Miller, route 2 
Her fiance is the son of Mr. and Mrs. 
Andrew Navis, route 1, Markesan 


Judy 


Muggenthaler 


Muggenthaler-Lauterbach 


An Aug. 25 wedding is being planned 


by Judy R. Muggenthaler and Wayne 
R. Lauterbach. Their engagement has 
been announced by her parents, Mr. 
and Mrs. Anton Muggenthaler, 1334 W. 
Winnebago St. Her fiance is the son of 
Dr and Mrs. George Lauterbach, 402 
Edgewood Drive, Neenah. 


Ford-Hayek 


A Sept 8 wedding is in the offing for 


Connie Sue Ford and Edward A Hayek 
Their engagement has been announced 
by her parents, Mr and Mrs Noel K 
Ford, 119 Ellen Lane He is the son of 
Mr and Mrs Eugene Hayek, Mil- 
waukee 


Adelmann-Dobbms 


NEENAH-Mr. and Mrs Frank W 


Adelmann, 311 Bellm St., have an- 
nounced the engagement of their 
daughter, Ann Louise, to John P Dob- 
bins, son of Mr and Mrs Thomas E 
Dobbins, 310 Crescent Drive They will 
wed Aug. 11. 


Schrompfer-Bush 


NEENAH-Mr. and Mrs Marcellus 


Schrampfer, 934 W Sherry St., have 
announced the approaching marriage 
of their daughter, Shirley C, to Fred 
Bush, son of Mr. and Mrs. Cisco Bush, 
2552 Brunswick, Ohio They will wed in 
May 


Hnbal-Bos 


HORTONVILLE-^. Dec 15 wedding 


is in the offing for Carey Lynn Hnbal 
and Bernard P Bos Their engagement 
has been announced by her parents, 
Mr and Mrs Claude Hnbal, route 1 
Her fiance is the son of Mr and Mrs 
Henry Bos, 5511 N Lynndale Drive, 
Appleton. 


Rueche/-/V1oss 


Mr. and Mrs. Jerald E. Ruechel, route 


5, have announced the engagement of 
their daughter, Cynthia L., to Ronald J 
Moss, son of Mr and Mrs Ronald N 
Moss, route 4, Sheridan St , Kaukauna 


THRIFTY NIFTY By Helen Robertson 


of 


Pechman Photo 


Mrs. Gary Wieseler 


Zempe/-5cu// 


FREMONT—Speaking 
wedding 


vows recently at United Church of 
Chnst were Janelle D Zempel and C. 
Douglas Scull. 


The bnde is the daughter of Mr and 


Mrs. Orvm E. Zempel 


Matron of honor waa Mrs Michael 


Doane, Alexandria, Va , with Judy 
Toepke as maid of honor 


Michael Douglas, Jacksonville, Fla., 


was best man with Jay and James 
Zempel and Michael Schafer assisting 


The new Mrs. Scull was graduated 


from Gale Institute, Minneapolis, 
Minn., and is emoloved bv Delta Air 
Lines, Washington, D C. Her husband 
is employed by Hartford Insurance Co., 
Washington, D C. 


They will reside in Alexandria, Va. 


(Clement's 
farm brand 
smoked 
sausage 
59 
Ib. 


Our own homemade seafood salad, Ib 
1.29 


One ring bologna {14 oz.} plus one ib. German potato 
salad, both for 
1.39 


With French potato salad 
1-49 


Ground beef club style steaks (334 oz. ea.) 
priced at 
4 for 1.39 


Ground beef minit steaks (2%oz. ea.) 
6 for 1.39 


Fresh Polish sausage, Vi Ib 
69c 


KJement's short smoked summer sausage, ib 
1.59 


KJemerat's all American franks, "A Ib 
59c 


Wisconsin aged brick cheese, Ib 
1.19 


Fresh hver sausage, Vz Ib 
59c 


Sliced cold cots: bologna, bacon loaf, olive loaf, 
cooked summer sausage, Vi Ib 
59c 


• Delicatessen (Sorry, no deliveries) 


Hungarian coffee cake 


•a sweet yeast dough rolled 
in butter, cinnamon and sug- 
ar; lopped with vanilla ic- 
ing. Fresh from our bakery 


Van Deurzen-Fischer 


LITTLE CHUTE-^ Sept. 1, wedding 


is being planned by Catherine A. Van 
Deurzen and William F. Fischer Their 
engagement has been announced by 
her parents, Mr. and Mrs. Robert Van 
Deurzen, 533 Van Buren St. He is the 
son of Mr. and Mrs. Raymond Fischer, 
303 Tenth St, Kaukauna 


valley fair—free paTking 


tef. 734-6484' 


Japanese rice bowls 


75' to *1.50 


RUSSET BURBANK 
POTATOES 


IO#NO. i 75 


20# No. 1 $ 
25 


$000 


Pounds. 


EGGS 


Large Fresh Grade A 5V 
Doz. 


SPRANGER'S FARM MARKET 


Corner of Highways 10 and 114 


2 Miles S. of Appleton on S. Oneida St. 


SPECIAL SALE OF SLEEPERS 


FOR YOUR OVERNIGHT GUESTS 


iSerta 


; SLEEPS*^ 


fa by Day - Bed by Night 


CONTEMPORARY SLEEPER. Choice of several fabrics 
in tweed Comfortable foam mattress Opens to regular bed height 
Double bed size. Arm caps, brass ball casters 


30-60-90 Days 
Same as Cash 
EXTRA SPECIAL SALE PRICE 


$168 


Sri 


SLEEP! 


TWO 


Sofa by Day — Bed by Night 


COLONIAL SLEEPER. ' 
Durable nylon tweed upholstery, 


wmgback, box pleats Mechanism very easy to operate, opens to refu- 
lar full-size bed. Foam mattress, arm-caps, thick foam seafcushions. 


EXTRA SPECIAL LOW PRICE 
'198 


SLEEPS- 


f 


Sofa by Day — Bed by Night 


DELUXE QUEEN SLEEPER. 
Upholstered ,n beaut,ful nylon 


polyester nylon, traditional styling, kick-cleats. Quilted SERTA PERFECT- 
SLEEPER queen mattress Lifetime mechanism, tilting headrest. Very fine 
quality throughout. 


EXTRA SPECIAL SALE PRICE 


30-60-90 


Days 


SomeosCavh 


11 


UP 


"Sofa by Day - B»d by Night i 


%tei 
> P - 1 
r 


QUEEN SLccPER. Eighty two inch living room length, uphol- 
stered in 100% Herculon, famous for stain-resistance HercuJon leads 
the tough life, beautiful. Brass casters, high pillow back. Serta PER- 
FECT-SLEEPER quilted queen mattress 
Ulftfl 
WSTANT oarveuT 


EXTRA SPECIAL SALE PRICE 
£00 


OPEN MON A FR). NJGHTS UNTfl. S 30, SATURDAYS *T.L A P M 


on All 
Pi*c*s 


-,C « • Si' W.COU£&{ 
A V f « » P P l f ' 
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• SELECT YOUR FASHION LOOK FOR SPRING during 
2nd Anniversary Sale. Great buys in store for you! 


• SPECIAL MODELING in the Forum Restaurant from 11:45 a.m. to 1:45 p.m., Friday 
and Saturday. Eat and-enjoy shopping at Gimbeis. 


entire winter 
coat stock sale 


Fabulous end-of-the-season selling! 
Regular and midi-length coats in a 
great selection of styles, luscious wools 
and colors. Misses, junior sizes. 


'Goaf Shop 20% OFF 


\\ 


orig. S30four-pc. 
weekender 


Vz off this new spring wardrobe in four 
easy pieces! Jacket, skirt, trousers, 
blouse in machine-wash polyes- 
ter/rayon. Pastels. Misses'sizes. 


1 Daytime Dresses 
|99 


knit 
smash 


save over 50% 
on orig. $42-$60 
knit dresses 
and pantsuits 


• TEEN BOARD MODELING in Junior World from 6 to 9 p.m., Friday and again 
2 to 4 p.m. Saturday. Fun for the young! 


• SOPHISTICATES MODELING in Better Dresses from 2 to 4 p.m. Friday and in 
Sportswear 2 to 4 p.m. Saturday. 


>99 


Incredible birthday savings in 
store for you on one-qnd two- 
piece dresses and pantsuits knit 
of polyester/wool blends. Ev- 
erything from sportive to day- 
long wear in this varied, ex- 
citing group of knits in the news 
for misses' 8 to 18. 


'Knit Shop 


new boy cut 
capless wig 


Head into a carefree spring and on to 
summer with our new short cut capless 
of Dynel® modacrylic in ail natural hair 
shades. Wash, drip dry! 


JL99 


•Wigs 
*25value W 


Special group of wigs 
each 2.99 


'Aoff.orig. $17 
quilted robe 


A great chill chaser in washable Kodel® 
polyester/cotton. Red, grape or blue 
wallpaper design. 8-16, Not every size 
in every color. 


1 Loungewear 
49 


V '-*" 


\ 


orig.s10-s!8 
fine sweaters 


Celebration buys! Cardigans and pull- 
overs in bulky and flat knit wools, acryl- 
ics, fur blends. Pastel, neutral, vibrant 
and dark colors. Sizes 36 to 40. 


•Better 
Sweaters 
$K $T $< 


orig.$14-*20 
skirts, palazzos 


All styles in skirts and sweepingly glam- 
orous palazzo pants designed by fa- 
mous makers. Come in, select something 
you can't live without! 8 to 18. 


• Better Sportswear 
.99 


orig. $30-$50 
ski wear buys 


Now is !he time to pick up the ski neces- 
sities and novelties you've been want- 
ing! Top-brand jackets, pants, sweaters. 
Misses" 8 to 16 sizes. 


•Active 
Sportswear 


orig.s12-s!5 
bodyshirt sale 


Ali the body beautiful styles are includ- 
ed, from turtle neck shirts to body shirts. 
Marvelous for layering. At big Gimbeis 
savings. 


30% to 


4O% off 
'Hosiery 
99 


orig.57tos12 
sleeptime wear 


Goodnight] Everything's here! Nylons, 
cottons, blends; solids and saucy prints! 
Gowns and pajamas in misses' and ju- 
nior 7-13 sizes. 


'Lingerie 
(99 


Gimbeis Fox Cities Open Monday, Thursday, Friday, 9:30 to 9; 
Tuesday, Wednesday, Saturday, 9:30 to 5:30 
oe s 
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reg. 49.99 coaster 
brake 26-in. lightweight bike 


Dependable! Fun! No com- 
plicated gears. No trouble. 
^fl 1 88 * 


Men's in red or women's 
^T I 


green color. 


Reg. 16.99 sleeping bag with 3 Ibs. Dacron5 
-88 polyester fill. Smart buy at 
12.88 


Reg. 19.99 bowling ball 
16.88* 


Reg. 19.99 cot with 3-in. mattress 
16.88* 


Reg. 21.99 barbell set 
17.88* 


Reg. 18.99 golf cart 
14.88* 


34.95 value golf shoes 
13.88 


Reg. 6.99 athletic shoe 
4.99 


Reg. 6.99 red/white/blue basketball 
4.99 


•Sporting Goods 


* Starred items shipped express collect beyond our truck area. 


J up to Vs off 


entire stock of 


£ lamp shades 
^ Reg. MO-14.99 fabric 
< shades are hand-,made and 
> washable,- on rust-resistant 


---• frames. Save at Gimbels! 


'20 


50 


1 Lamps 


V? price! 
GAP/Sawyers 
Rototrays® 


Orig. 2.59. Fits most GAP 
or Sawyers slide projectors; 
holds 100 slides, 2x2. | 29 


• Cameras 


w 


Simmons twin bed sets 
Complete! You get medium-firm tufted mattress, 
matching box spring, maple-finished headboard 
and footboard plus metal rails. 
*%f\RR 


•Bedding 
2 for sl 77 
89 


save 40% on accent rugs 
"Melody" design; all machine washable. 


Reg. 3.99; 21x36-in. rug 
2.39 


Reg. 5.99; 27x45-in. rug 
3.59 


Reg. 7.99; 24x70-in. runner 
3.99 


Reg. 9.99; 34x54-in. rug 
5.99* 


Reg. 16.99; 48x68-in. rug 
9.99* 


• Rugs, Carpets 


V? off! bath towels 
If perf. 2.50-2.75 bath towels in many 
styles and colors. Al! cotton. 
^ 25 
1 


If perf. 1.40 hand towels 
69c 


If perf. 70c wash cloths 
35c 


• Domestics 


S4 off! GE Snooze alarm 
10.98 value. Famous Snooze clock with 
handy jewelry drawer. Walnut grain 
case; gold colored hands. 
A°° 


9.98 value, no Snooze 
• Small Electrics 


5.99 


sl 19 value! colonial 
rocking loveseat for 2 


Charming. Cozy, Maple-framed wing loveseat 
on platform'rocker base is a comfortable addi- 
tion to living room or den. Covering is textured 
gold cotton fabric. 


1 Furniture 


V2 off! bed pillows 
5.99 value 21x27-in. cut size pillows 
filled with Dacron® polyester. Comfort- 
able, non-allergenic. 
f} ' 
C99 


for 


Linens, Domestics 


$> f 


GE modern Snooze alarm 
9.98 value. Modernistic design Snooze 
alarm clock has lighted dial; easy to 
coordinate aqua color. 
g 99 


•Small Electrics 


up to 55% off bedspreads 
Quilted-to-the-floor bedspreads by Ken- 
neth and Bloomcraft. Fitted, throw styles. 
'25-$35 value twin size 
17.49 


$30-'45 value full size 
22.49 


S45-J55 value queen size 
27.49 


S65-S80 value dual size 
32.49 


• Draperies 


S9 off! West Bend skillet 
21.99 value. 11-in. automatic skillet 
with no-stick, no-scour Teflon IIs-. All 
aluminum, with cover. 
V 4%99 


• Small Electrics 


195 


m 


V3-y2 off! crystal glass 


Reg. I5-34.95 assorted cuttings, shapes. 
Some hand-cut, imported crystal. Vases, 
bowls, sugar, creamers. 
/ 


' Glassware 
149 
'99 
to 


*10 off! 50-pc. flatware 
Reg. 22.99 service for 8 by Stanley Rob- 
erts. Modern "Nirvava" pattern includes 
2 serving pieces. 
«" M 99 


• Housewares 


Va price 
sale of 
dictionaries 


Orig. 2.95-15.95 famous 
name dictionaries. A great 
time to save at Gimbels! 


48 


•Books 


to 


save 50% on Lincolnware 
Orig. 12.98 deluxe bread box wiJh cut- 
ting board. Avocado. 
^%49 


Orig. 10.98 four-piece canister set. 
Avocado; seashell trim 
5.49 


» Housewares 


bath shelf at V-z price 
Orig. 12,98. Fits on wall; ideal for stor- 
ing bottles, tissue. Choose white or gold- 


647 


¥2 off! clothes hangers 


Reg. *1 assortment of meJa! or >vood 
hangers for suits, trousers end skirts. 


2 
$1 


. 
*or 
I 


Westclox "Smile" clock 
Think of graduation and birthday occa- 
sions" coming up—give hoppy times. 


•199 


•Clocks 
» 


HUNDREDS OF UNADVERTIStD BARGAINS! DON'T MISS THEM! 
COME EARLY ... SHOP EVERY FiOOR FOR VALUES GALORE. 


GIMBELS FOX CITIES Open Monday, Thursday, Friday, 9:30 to 9; 
Tuesday, Wednesday, Saturday, 9:30 to 5:30. 
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SAVE 50% 


MEN'S M VALUE 
100% NYLON SOCKS 


First quality. Fashion 
"English Clock," 100% ny- 
lon, ankle length socks in 
assorted colors. Stretch- 
able size fits 10-13. 


MEN'S "GIMBELBILT®" 
FASHION COLLAR SHIRTS 


Reg. 3.99. first quality. 
Spring fashion, short 
sleeve dress shirts of po- 
lyester/cotton are com- 
pletely wrinkle resistant 
and "NO-IRON." Solids 
or fancy patterns. Sizes 
14'/2tol7'A 


99 


• Lower Level Men's Slocks, Furnishings 


FULL OR TWIN FLAT 


PERCALE WHITE SHEETS 


IF PERFECT 


3.99 TO 4.99 
each 


Fine 180-count percale sheets in NO- 
IRON polyester/cotton blend. Irregu- 
lars in sparkling white. 


• Lower Level Domestics 


LUXURIOUS WOVEN 
ITALIAN BEDSPREADS 


COMP. 4.9.96 KING 
COMP.44.96QUEEN 
COMP. 29.96 FULL 
99 


each 


First quality. Save on truly luxurious 
bedspreads in a handsome scroll de- 
sign. All richly fringed for added 
beauty. Assorted colors. 


• Lower Level Domestics 


SALE! 


ROOMSIZE, OVERSIZE 
CARPET REMNANTS 


PRICE 


Choose from 50 remnants in sizes op to 
12x15 ft. Shags, sculptures, plushes or lev- 
el loops; some with foam rubber back. Ail 
in today's most wanted colors. 


CARPET ROLL ENDS 
Roll ends m sizes up lo 3x12 ft. 
halls, stairs, trucks or sta- 
tion wagons. Assorted 
styles end colors 


Choose from 3 Credit Plant. 


• lower i«vs'l Corpsfing 


SALE! WOMEN'S 
SLEEP AND 
LOUNGEWEAR 


Firsts, irregs. J5 to $8. Special 
value on a tremendous group of 
polyester/cotton blend or nylon 
tricot waltz or long gowns, pa- 
jamas, baby dolls, nite shirts and 
novelty loungewear. An exciting 
array of colors in prints or solids. 
Sizes to fit 32 to 40 in group. 


• Lower Level Lingerie 


GIRLS' FLANNEL 
SLEEPWEARSALE 


Reg. 2.99. Washable pajamas 
and gowns in assorted perky 
prints. Sizes 4 to 14 in the group. 


• Lower Level Girls' Wear 


BOYS'4.99 VALUE 


ALL PURPOSE JACKETS 


59 


First quality. Zipper front jack- 
ets in washable, PERMANENT 
PRESS 65% polyester/35% cot- 
ton. Ideal for all activities. Sizes 
12orl4. 


' Lower Level Boys" Wear 


SAVE! WASHABLE 


TIER CURTAINS 


pair 


If perf. 2.49-Z99. Group of as- 
sorted solid or print tier curtains that 
are approximately 36-in. long. 


* Lower Level Draperies 


4-PC. PRINT 
SHOWER SETS 
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• set 


Complete set includes standard size 
6x6 ft. shower curtain, valance, drap- 
ery panel and tie bocks. Pink, green 
or gold. 


• lower leve I Draperies 


MISSES' SPORTSWEAR 
SPECTACULAR... 


DENIM STRETCH PANTS, 
BLOUSES OR BODY SUITS 


FIRSTS, IRREGS. 4.99 TO 7.99 


for 
2.69 each 


Stretch Pants: Nylon and cotton blend 
denims with side zipper. Misses' sizes 10 
to 18, and women's sizes 32 to 38 inches. 


Blouses: Dressy or tailored styles in sizes 
32 to 38. 


Body Suits: Nylon rib, short sleeve style. 
Sizes S, M, L 


• 


• Lower Level Sportswear 


CLEARANCE SALE! 
MISSES' ORIG. S33 
FAKE FUR COATS 


Long and short fake fur coats at our low- 
est price yet! Choose from this sensational 
assortment of fakes: ponies, seals, lambs 
and novelties. All were the season's best- 
selling styles, but not all styles in every 
size. Enjoy the warmth of these coats with- 
out the bulky weight. Misses'sizes. - ' 
: 


• Lower Level Coats 


:^~ « *" X 
4 ^ 


TOTS' BRUSHED 
FLARE LEG PANTS 


$ 


pairs 


Brushed flare leg pants 'm two 
cute styles—with cuffs or candy 
patch trim. Assorted colors. Sizes 
2 to 4. 


•lower level Children's Weor 


WOMEN'S IRREGS. 3.99 


FASHION BODY SUITS 
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Fashion styled body suits in assorted 
styles and colors. All with snap 
crotch. Sizes to fit S, M, L 


•Lower level Hosiery 


COMP.S1-S2 


FASHION JEWELRY 


44 
C 


Great savings on fashion jewelry 
earrings, pins, necklaces, ropes and 
bracelets. 


•Lower l»v»1 Accestories 
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SHOP GUMBEIS BUDGETSTORE THURSDAY TO 9 P.M.; FRIDAY, 9:30 A.M. TO 9 P.M.; AND SATURDAY, 9:30 A.M. TO 5:30 P.M. 


Some items with interim markdowns. 


VSPAPERI 


Women, children start 
to leave Wounded Knee 


Thursday, March 8, 1973 
Th,f«i»-crwc»««,AM»w«i-N^nah.MfMi.h«.wi«. 
A-2 


Floms 


WOUNDED KNEE, S.D. (AP) - 


Women and children have begun 
evacuating Wounded Knee. Militant 


Second bomb attempt 
made on facilities of 
Israel in New York 


NEW YORK (AP) —Police said today 


that a second apparent bombing at- 
tempt against Israeli commercial facilit- 
ies had been thwarted with the dis- 
mantling of explosives found in a car 
towed away from near a Fifth Avenue 
bank. 


A high police official said two 5-gallon 


cans of gasoline and other explosive 
materials had been attached to timing 
devices and planted in the trunk of a 
rented sedan that had been parked in 
front of the Israel Discount Bank Ltd. in • 
midtown Manhattan. 


A similar network of explosives was 


found and dismantled by police bomb 
experts early Wednesday in the trunk of 
another rented sedan parked near the El 
Al Israel Airlines cargo terminal at 
Kennedy Airport. 


The car outside the bank was illegally 


parked and police said they had towed it 
away Monday without knowing it con- 
tained explosives. 


The explosives were found later when 


an employe of the rental company came 
to retrieve the vehicle at a towing 
pound. Bomb squad officers were called 
and rushed to detach the timer from the 
explosives. 


Indians say they are "prepared to die" at 
the historic hamlet they occupied nine 
days ago and federal officials picture the 
situation as extremely grave. 


The Justice Department said Wed- 


nesday that all nonresidents of 
Wounded Knee must depart unarmed 
without the threat of arrest by 8 p.m. 
EST. After that time, any of the invaders 
attempting to leave will be subject to 
immediate arrest. 


Federal authorities also declared that 


negotiations could not continue with 
militant Indians who took over the 
village on Feb. 27. They urged all women 
and children to leave. 


Leaders of the American Indian 


Movement said the federal position was 
a threat that the estimated 300 marshals 
and FBI agents maintaining a perimeter 
around the village would mount an 
attack. The militants said they were 
"prepared to die" in Wounded Knee, site 
of the last major battle of the Indian 
wars. 


Four women and 38 children who are 


among the 200 permanent residents of 
the Sioux village left the encampment 
Wednesday. Two elderly men who were 
among the 11 persons held hostage 
nearly two days last week also left the 
village. 


Many of the children, bundled in a van 


and several cars, appeared to be suffer- 
ing from respiratory problems. Federal 
officers carrying high-powered rifles 
and automatic weapons surveyed the 
vehicles carefully before allowing the 
caravan to depart. 


Ralph Erickson, special assistant to 


Military plane crashes, 
at least 15 are killed 


SILK HOPE, N.C. (AP) -A military 


plane on a recruiting tour crashed in a 
rural area of North Carolina today. A 
county sheriff s spokesman said at least 
15 bodies were found in the wreckage 
and there apparently were no survivors. 


The plane was used by the U.S. 


Army's Golden Knights parachute 
team, but the Army said it could not 
confirm at once that members of the 
team were aboard. 


It was not known how many people 


were aboard the plane. 


A Golden Knights spokesman, Capt. 


Chris Neeldes, said at Ft. Bragg, N.C. 
that the C47, a propeller-driven craft of 
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World War II vintage, had left Ft. Bragg 
en route to Kansas on an Army 
recruiting tour. 


The crash occurred about 9 a.m. in 


Chatham County in the central part of 
the state. 


Witnesses said bodies and debris, 


including baggage and packed 
parachutes, were scattered over a wide, 
area surrounding the crash site, a 
heavily wooded area about 30 miles 
southeast of Greensboro, N.C. 


L.M. Petty Jr., a resident of the area, 


said he heard the plane's motor "come 
on and go off' and then heard what 
sounded like an explosion. 


An unidentified woman said she , 


thought she saw one of the plane's 
wings come off before it went down. 


the U.S. attorney general, said Wed- 
nesday the leaders of the more than 200 
Indians involved in the takeover are 
"bent on one of two courses — total 
capitulation by the U.S. government to 
their illegal demands or violence." 


.He said the demands of the AIM 


leaders "amounts to nothing more than 
intolerable blackmail." 


Federal authorities are caught in the 


middle of an intratribal political battle 
among the Oglala Sioux, most of whose 
13,000 members live en the Pine idge 
Reservation. 


The AIM leadere are demanding that 


tribal president Richard Wilson be dis- 
missed and that new elections be held. 


They also want the release of three 


Indians arrested Tuesday at a federal 
roadblock after marshals said they 
found gasoline fire bombs in the In- 
dians' car. 
Anthropology student 
wants help, funds to 
dig up Indian village 


MADISON, Wis. (AP) —A University 


of Wisconsin graduate student is in a 
rush to finish a job that has been around 
for 800 years. 


Anthropology student Lawrence A. 


Conrad appealed Wednesday for help in 
digging into an American Indian village 
threatened by strip mining along the 
Mississippi River near Canton, 111. 


Conrad said a coal company which 


owns the site has agreed to hold off its 
mining operations for about four years. 


He said the site is that of a 12th-cen- 


tury village, covering about 30 acres. 


He said he is looking for lOOpersons to 


help him dig this summer. 


Survivor of Libyan 
airliner disaster dies 


BEERSHEBA, Israel (AP) — One of 


the survivors of the Libyan airliner 
disaster died at a Beersheba hospital 
today, raising the fatality toll in the 
crash to 107. 


Doctors said Abu Bakr Mohammed, a 


33-year-old Libyan, had a relapse this 
morning. 


Israeli warplanes shot down the 


Libyan plane Feb. 21 after it strayed 
over the Suez Canal on a flight irom 
Tripoli to Cairo. 


There are now six survivors. The 


French steward was flown home Mon- 
day. The Libyan copilot, another Libyan 
and a Jordanian are recuperating in 
Israeli hospitals.and an Egyptian and 
another Libyan are being flown home 
today. 


Romp in the rubble 


A South Vietnamese youngster wearing a discarded United 
States Air Force fatigue shirt runs through a sea of soft drink 
cans along the main'road leading out of Saigon. A vestige of 
the American presence in South Vietnam, the discarded cans 
are being used as fill by construction workers. (AP Wirephoto) 


Extradition order 
signed for Armstrong 


Continued From Page 1 


air strip, the men were taken to the base 
hospital for brief medical checkups and 
the general diagnosis was "in good 
health." 


Lt. Col. Nick Apple, information of- 


ficer in charge of 
"Operation 


Homecoming", said one of the men was 
suffering from a chronic eye disease and 
three other men had chronic ailments. 


He said their names would not be 


released until the families were in- 
formed of the full extent of the illnesses. 


Families of the men were given 


quarters on thebase'courtesy of theAir 
Force" and the men spent the night in 
those facilities with their families. 


Flom's wife and their two children ran 


to greet him as he stepped from the 
plane at Wright-Patterson. 


Navy Lt. Cmdr. William J. Metzger 


Jr., 31, of Wisconsin Rapids, Wis., went 
to Andrews Air Force Base near 
Washington, D.C. 


"For six long years I've waited for this 


day," he told the airport crowd. Metzger 
expressed appreciation for the recep- 
tions he had received on his homeward 
journey. 


"I'm proud to be home and I ask you, 


please be proud Americans," he said in 
conclusion. 


The Wisconsin Rapids serviceman 


then left Andrews for a private reunion 
with his wife at the Bethesda, Md., 
Naval Hospital. His parents plan to go' 
there in a few days. 


Air Force LL Col. Gordon A. Larson, 


45, the son of Mrs. Frank Hess of La' 
Crosse, went to Kelly Air Force Base in 
San Antonio, Tex. 


"Throughout 'those long years of 


imprisonment, our faith in our God, our 
country, our president and our families 
never waverered," Larson, the senior 
officer on his flight, said. 


"Our greatest desire was to do what 


we are doing now—to return in honor as 
fighting men of our great country. We 
are overjoyed at being home." 
; 


Larson's wife and three children live 


in San Antonio and he was greeted by 
them and his mother at the hospital of 
nearby Lackland Air Force Base. 
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Bus, truck collide, 
fire kills several 


FORT STOCKTON, Tex. (AP) — A 


bus on a cross-country tour collided 
with a tractor-trailor on a narrow bridge, 
touching off a fire which sent pas- 
sengers diving through windows to 
escape the flames. 


"People panicked. I saw a big flame 


coming up the middle aisle. People were 
screaming and kicking windows open," 
said a passenger describing Wednesday 
night's crash. 


The Texas Department of Public 


Safety originally said 15 people died in 
the crash, but this morning a spokes- 
man said the death toll would probably 
be between five and seven. 


Twenty-two people were injured, the 


department said. 


There were two confirmed dead — 


both occupants of the truck —today as 
highway crews and police searched the 
wreckage for additional victims. 


"With people scattered all over a 


remote area and the dead so severely 
burned, it will take a long time to piece 
things together," said Jim Robinson, a 
department spokesman. 


The bus, operated by the Kerrville Bus 


Co., was en route from San Francisco to 
Miami when the crash happened. It's 
fuel tank caught fire on impact and 
flames quick engulfed the vehicle. 


Officials said between 29 and 31 


people were on the bas. 


Many screaming passengers who 


survived the impact of the crash leaped 
from the flaming bus. Some landed on 
the bridge, some dropped into the dry 
bed of Tunis Creek about 15 feet below. 


Lilly Jasmin, 49, of Lake Charles, La., 


who described the terror on the burning 
bus, said, "A man came up and pushed 
The accident occurred on U.S. 290 in 
desolate hill country four miles west of 
Bakersfield, a tiny settlement of natural 
gaspipeline employes and theirfamilies. 


TORONTO (AP) — An extradition 


order concerning bombing suspect 
Karleton Lewis Armstrong of Madison, 
Wis., was signed Wednesday by the 
Canadian minister of justice, Otto Lang. 


Armstrong, 27, faces charges in Wis- 


consin stemming from antiwar van- 
dalism, including a fatal 1970 bomb 
explosion at the University of Wiscon- 
sin. 


He remained Wednesday in jail in 


Toronto where he was captured a year 
ago and where he has fought unsuc- 
cessfully against extradition. 


"Extradition can move forward," 


Lang was quoted in a telephone inter- 
view with a Madison student publicat- 
ion, the Daily Cardinal. 


Armstrong's Madison lawyer, Ed- 


ward Greenspan, said: "We can operate 
under the assumption that he could be 
brought back within the next two days." 


Armstrong, his younger brother and 


two UW students were named to the 
FBI's list of most wanted fugitives after 
the 1970 bombing ripped through a 
campus laboratory, killing a research 
student. The three other suspects 
remain at large. 


Charged with murder, and with three 


counts of arson stemming from 
firebomb incidents, Anderson was or- 
dered extradited in June by a Canadian 
judge. 


Extradition was postponed by ap- 


peals which went as far as the Canadian 
Supreme Court. The court upheld the 
original decision Monday. 


Armstrong was reported to have 


applied this week to Canadian courts for 
a writ against further detention. 


Armstrong had argued the campus 


bombing was political, and that the 
U.S.-Canadian extradition treaty does 
not recognize extradition of strictly 
political prisoners. 


Today's chuckle 


You know the trouble with politics? 


The winners get the jobs, the losers get 
the ax — and nobody takes down the 
darn campaign posters. (Copyright 
.1973) 
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FREE DELIVERY 


Morn ing—Noon—Night 


BEER, LIQUOR, WINE 
of Regular Sh«lf Prices 


Quantity prkn natural!rf 


PHONE 


734-9153 


HOLIDAY HOUSE, 116 N. Locust St. 


APPLETON-Op.n 7 Days a w«»k till 11PJ*. 


Car Hop Service 
Daily 10 a.m.-Midnite 


RESTAURANT 


2312 N. Richrnond,Appleton 


PUBLIC NOTICE! 


We have Closed Our Green Bay Retail 
Store, and the entire Inventory of tires, tubes, 
retreads, used tires, snow throwers, and bike tires 
have been transferred to Appleton. 


PRICED For IMMEDIATE LIQUIDATION. 


Over 1,000 TIRES 


will be offered for sale on a first come first served 
basis. Many discontinued tread designs, blems, 
change-overs with— 
SAVINGSuPlo75% 


FREE MOUNTING 


TIME: March 8fh,9fh, 10th 
PIACE: MATTHEWS TIRE & AUTO CENTER 


2930 W, College Ave., Appleion, Wis. 


Brat und Brau has 


A DOLLAR 
FOR 
YOU! 


81.00 Off on Any S3.00 Food Purchase 


3 Ways tc Charge: 


* Our own Customer Credit Plan 
•Master Charge 
• Bank Americard 


£ 


Coupon Good Thru Thur»., March 15 


1.00 Off on Any S3.00 Food Purchase 
1 


TREATS \ 


99' FISH DINNER 


Three deep-fried fish, tartar sauce, cot- 
tage fries and garnish. 


SHRIMP DINNER 
five huge shrimp, owr own red 


sauce, cottage fries, gar- 


nish, and a wedge of 


cheese. 


TREATS 


FREE 


PARKING 


PIZZA ITALIA 


Authentic, 2 R. long, a treat for the whole 
family to enjoy! 


CHEESE PLATTER 
Vi lb. of assorted cheese, 


topped with a generous 


portion of pretzels. 
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1100 Appleton Road Between Mcnasha 
Appleton on Hwy. 47 — Phone 725-7011 
One Block West of Park Plaza 


at Jackson & Pearl — Phone 233-2100 


Oshkosl 
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Wbrsf is over for flooded areas 


City to take 
another look 
at architect 


BY BILL KNUTSON 
Post-Crescent staff writer 


Local architects interested in design- 


ing new Appleton police quarters will 
get the job interviews they have fought 
for, but there was concern that their 
City Council victory Wednesday night 
might carry little weight. 


After more than two hours of emo- 


tional 
debate 
interspersed 
with 


audience applause and comments 
solicited from local architects and en- 
gineers, 
aldermen 
reversed 
a 


unanimous decision of two weeks ago 
and voted 12-5 to take another look at 
an architect for the proposed police 
station. 


The action prompted a chargrined 


Mayor James Sutherland to issue a 
terse statement today in which he 
charged that "After months of hard 
work we now find that the Appleton 
police station project is once again off 
the track, this time as a result of a 
healthy push from the council. 


"Simply put," he continued, "the 


interests of law enforcement, our 
Appleton police officers and 57,000 ci- 
tizens served by those police officers 
have taken second place to other con- 
siderations. Keeping the project mov- 
ing is hard enough; getting it back on 
the track after last night's derailment 
will be far more difficult." 


Under provisions of a motion by Aid. 


Ray Kaufman (4th), Appleton archi- 
tects, angry because they were dropped 
. from earlier consideration without be- 
, ing interviewed by an architect selec- 
tion committee, will be contacted for 
. interviews. 


The five-member special committee, 


headed by Sutherland, is to report back 
to the City Council March 21. 


But after Wednesday's turnaround, 


there may be only the skeletal remains 
of an architect selection committee. 


With one committeeman saying he 


will resign and another predicting he 
wouldn't change his mind about his 
panel's unanimous selection of C. F.__ 
Murphy Associates of Chicago," there 
was a big, unresolved question as to 
who will interview local architects over 
the next two weeks. 


Instead of resolving the issue, weary 


aldermen— it was 11:30 p.m. and some 
Woman is 
assaulted 


A 27-year-old woman was listed in 


satisfactory condition today at Apple- 
ton Memorial Hospital where she is 
recovering from multiple head bruises 
suffered in an apparent assault at her 
apartment Wednesday evening. 


The woman told police she was una- 


ble to identify the male attacker after 
he struck her in the face, breaking her 
glasses.. 


Police said this of the incident: 
The woman was watching television 


in the unlocked apartment about 10 
p.m. when she heard 
someone 


approaching in the hallway. When she 
went to the door, the attacker struck 
her several times and then entered the 
apartment. Once inside, he continued 
to beat her, threw wine on her and 
threw other items around the apart- 
ment, breaking many of them. 


He apparently was in the apartment a 


short time before he left- The woman 
went to an adjoining apartment and an 
ambulance and police was called. Police 
are continuing their investigation. 


Efh/cs breach 
by architects? 


Mayor James Sutherland this after- 


noon said he will contact the American 
Institute of Architects and its Wiscon- 
sin chapter with information on what 
he believes might constitute a breach 
of professional conduct on the part of 
one or more Appleton architectural 
firms. 


He said he will inform the offices of 


events concerning the picking of an 
architect for Appleton's proposed 
police station, and "will have more to 
say on the subject early next week." 


had already left the council chambers— 
chose to instead adjourn and let the 
selection committee do what it felt had 
to be done. 


Aid. William Errington (15th), who 


was critical of pressures being exerted 
by some local architects, vowed to 
resign from the selection committee if it 
is to interview local candidates. He 
would resign, he said, in fairness to 
everyone involved. 


He wondered if the council would 


believe the selection committee if, on 
March 21, it returned and said it had 
fully examined and interviewed local 
architects but still felt the Chicago firm 
was most qualified to design a police 
station. 


Before 
the 
council 
meeting, 


Sutherland said the contract between 
the city and Murphy was ready to 
present to the council, but, in light of 
possible reconsideration, he would 
delay submitting it. 


In a related action, aldermen, 


approved extending the city's 90-day 
option on the George Walter Brewing 
Co. site for another 45 days. The 
Lawrence-Walnut street location is one 
of several sites under consideration for 
the new police station. 
_ 
- 


Errington, who said he was angry an 


hurt, displayed a reprint of a national 
news magazine article of March 5 that 
outlined major cost overruns on cons- 
truction of new FBI headquarters in 
Washington, B.C. 


Other aldermen had also received 


reprints of the same article and several 
agreed that the story did not link 
Murphy to the cost escalation. 


Errington got agreement from a 


number of aldermen when he suggest- 
ed that the entire council interview 
interested local firms. 


Aid. Edward Maloney (9th), who said 


he made a mistake by voting to endorse 
the Murphy firm Feb. 21, saw it as a 
waste of local architects' time to be 
interviewed by the same panel that 
excluded them in favor of Murphy. "It's 
at the point of no return with the 
present committee," Maloney said in 
urging full council consideration. 


Maloney echoed the sentiments of 


many aldermen who said they voted to 
approve Murphy because they wanted 
to expedite the overdue police station 
project and because they had assumed 
local architects had been given due 
consideration for the job. 


"I took it for granted that even the 


ones that were excluded were inter- 
viewed," Maloney said. Some 30 archi- 
tects submitted proposals, but only six, 
all of them from out of town, were 
interviewed behind closed doors by the 
selection committee. 


Maloney charged that local firms 


were given no consideration and he 


Continued on Page 8 


New budget system 
urged at Grand Chute 


Assessor John E. Stevens lectured 


the Grand Chute board this week on its 
"backwoods" way of doing business, 
proposing instead a new budget system 
based on the town's level of govern- 
ment services. 


"You still have the backwoods image 


of the guy who buys the most beer at 
the annual meeting getting to be town 
chairman," he said, "If you want town 
government, then you have to grow 
with the times. Just because you have a 
park and a few black strips and a new 
fire truck doesn't mean you're keeping 
up with the times," 


Traditional town government is ill- 


prepared to handle the problems of a 
growing population. Stevens said that 
since he's been assessor, the town's 
worth has increased from $28 million to 
$115 million. "If this town doubled to 
9,000 (housing) listings, do you think 
for a night you could keep a part time 
assessor?" he asked He said thai town 
clerk Leslie Woldt had a bigger job than 
county clerk Arthur Hoolihan, con- 
sidering the size of Hoolihan's staff. 
Other town officials mentioned the 
need for around-the-clock police pro- 
tection. 


In the present budget process, the 


town board gets together and figures a 
yearly budget based on spending of the 
year before. The system is outdated, 
Stevens said, as well as being arbitrary. 


"You know that if he (a town officer) 
comes in with the favor of the board, he 
can get anything he wants. If he's not in 
the favor of the board, then he gets 
nothing. It's just like the welfare direc- 
tor for the city of Appleton, when 
Buckley was the mayor." 


"You don't have a department head 


coming in and saying, 'This is what I 
need to run my particular function'.."' 
Stevens added. 


Stevens proposed that a rniU rate be 


set for each budget category, or 
department. For example, a tax rate of 3 
mills might be set to run the town's 
administration. Once this mill rate was 
determined and tested over a period of 
several years, then in succeeding bud- 
gets the amount of money available for 
administration would rise or fall, 
depending on the assessed value of the 
town. 
1 Theoretically, the amount of money 
generated by the individual mil! rates 
would match the amount of services 
needed in the town. If large segmentsof 
the town were annexed to Appleton, 
then fewer government services would 
be required, and the tax rate set for 
administration would bring in fewer 
dollars. On the other hand, a big 
increase in valuation, adding more 
people and buildings, would put greater 
demands on services, and the tax 


Continued on Page 8 


The crisis pparently has passed but 


officials at Clintonville, Marion and 
other area communities are keeping a 
cautious eye on their rivers which 
rampaged after heavy rains and warm 
temperatures brought on the season's 
first flooding this week. 


At Clintonville, the Pigeon River had 


reached four feet over flood stage 
Wednesday, but this morning was 
down 18 inches. Other parts of the 
Pigeon were down about a foot. 


The city had been virtually cut in half 


by the flooding, and many streets were 
closed. This morning, all roads and 
bridges except damaged U.S. 45-State 
22 between Sixth and Eighth streets 
and the Auto Street crossing were 
open. 


State 156 between Nichols and 


Leeman in Outagamie County was 
closed this morning by the Wisconsin 
State Patrol. Some secondary roads 
also were reported closed in Outagamie 
and other area counties. 


Poy Sippi residents are breathing 


easier today after the gates of one of 
their dams were dynamited open to 
prevent high Pine River waters from 
washing out the dam. The village's 
other dam gate and the gates of 
Saxeville's dams on the same river had 
been opened earlier. 


George Nelson, fire chief at Poy Sip- 


pi, said the one gate hadn't been used 
for years and couldn't be opened 
manually. The waters of the Pine had 
risen over the two-bag-high sandbag 
wall the village had put up along its 


Clintonville street awash 


This was the scene Wednesday afternoon at 
the Main Street bridge in Clintonville as the 


Pigeon River overflowed its banks. The water 
had subsided by today. (Laib photo) 


banks Wednesday but now was down 
to about normal, Nelson said. 


In Marion, the dam on the Pigeon had 


been threatened as flood waters rose 
Wednesday, forcing authorities to close 
State 110 about mid-afternoon. The 
danger has subsided today, and 110 was 
open this morning. 


Meanwhile, the Wolf River at New 


London was rising and expected to 
crest today, and the Crystal River in 
Waupaca rose 3.5 feet Wednesday, but 
no serious problems were expected. 


Vernon Johnson, Waupaca County 


emergency government director, said 
this morning that everything appeared 
to be under control in the county. 


Robert Martin, New London public 


works director, said Wednesday the 
level of the Wolf was rising about half 
an inch per hour. He predicted that N. 
Water Street would be flooded today. 


There was some damage to the 


bridge crossing the Wolf at Fremont 
but traffic continued to flow. 


At Manawa, there was water in many 


residents' basements, as well as flooded 
conditions at Lindsay Athletic Park 
along the Little Wolf River. 


The flooding was brought on by an 


unseasonable downpour and the clog- 
ging of streams by large chunks of ice. 
Ross Plainse, project engineer of the 
U.S. Army Corps of Engineers at 
Appleton, estimated that 2.5 to 3 inches 
of rain fell Tuesday night and early 
Wednesday morning. 


Plainse said he didn't expect any 


danger of major flooding downstream 
from the Manon-Clintonville area and 
along the Lower Fox River, if no more 
rain falls 


At least one regional traffic death 


was attributed to the flooding, that of a 
20-year-old woman from Princeton, 
killed in a Green Lake County accident 
Wednesday morning. 


Nelson said Poy Sippi authorities 


called in a Berlin dynamite expert when 
they were unable to get open one of the 
gates. The troublesome gate hadn't 
been opened for years because the feed 
mill no longer was operating on it, he 
said. 


The village had opened its other dam 
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Hope difficult for brother of MIA 


The brother of James Edmunds, 


826 W. Third St., has been missing 
m action in Vietnam since 1968. 


MIAs don't come home like 


POWs. MIA means missing in ac- 
tion, and when one is listed by the 
military in that status, it means the 
military doesn't know where he is, 
or if he's dead or alive. 


And so, James Edmunds and his 


family wait and hope, as America's 
men who were listed as POWs in 
North Vietnam and by the Viet 
Cong come home. 


"I'd be less than honest if I said I 


wasn't jealous of the POW 


families," Edmunds said. "But I'm 
really happy for them " 


Edmunds, who moved with his 


wife to Appleton in 1969, recently 
expressed his happiness for the 
POW families by visiting Mrs. Fred 
Flom, whose husband will be re- 
turning next week after over six 
years in a North Vietnamese prison. 


"I think she %vas really touched 


that I came over," he said. 


Edmunds brother, Robert, was 


shot down over North Vietnam 
during a reconnaissance mission. 
He was a single-man jet fighter- 
bomber pilot and had periodic 


reconnaissance duty. 


Robert Edmunds has never been 


in Appleton. The family grew up in 
Richmond, Va., and James came to 
Appleton 
as 
an area 
sales 


representative for the Dupont Co., 
Inc. 


Robert enlisted in the U.S Air 


Force in 1966 and took two years of 
training, including F105 jet train- 
ing, before going to Vietnam in the 
summer of 1968 


He was hit by enemy fire, and the 


only information the military has is 
that his canopy came off (part of 
the pilot ejection process). Fellow 


pilots saw his plane crash. 


He was shot down the day of - 


James' 23rd birthday. Robert was 
26 then and was a lieutenant. He 
has enough time in the service now 
to be a captain, Edmunds said. 


He got the call on his brother's 


status the while he was celebrating 
his own birthday. He had expected 
birthday greetings. 


Edmunds said he is an optimist, 


especially when he visits his 
parents in Richmond, but he ad- 
mitted that it was difficult to hope 
after no word in over four years. 
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Salvage dealers air complaints 


By ARLEN K. BOARDMAN 


Post-Crescent staff writer 


After weathering an angry attack on 


bureaucracy during the morning, the 
state Department of Natural Resources 
representatives conducting a hearing 
on proposed solid waste disposal 
management 
regulation 
changes 


settled back Wednesday afternoon to 
listen to complaints, warnings and 
questions about the effects of proposed 
changes. 


Most of the complaints were auto 


salvage dealers and processors who 
contended that the licensing of their 
businesses by the DNR would threaten 
their livelihood and set the stage for 
more state controls- 


Salvage dealers got their first taste of 


DNR restrictions last October when 
they were told that they could no 
longer bum out the stripped bodies of 
autos at their salvage yards. 


"Today, I'm a graveyard," said 


Charles C. Cutler, owner of Chuck's 
Auto Salvage Yard, Fond du Lac. 


He was referring to the growing piles 


of stripped auto hulks stored in his yard 
that he has been unable to sell since the 
ruling. However, he apparently will 
have a market for them by May. 


Cutler and others told DNR hearing 


representatives that they believed a 
separate hearing should have been held 
for the salvage people. DNR hearing 
examiner Donald Murphy had told one 
speaker that he was boring most of his 
audience. 


The other segment at the hearing 


was devoted mainly to those interested 
in municipal sanitary landfills. The 
proposed rule changes include phasing 
out all open burning by Oct. 1,1975, and 
stiffer requirements on covering of 
disposed wastes. 


Most affected would be the rural 


areas which generally have been per- 
mitted to burn. Their concern was that 
they could face additional expense 
under the new rules. 


The Outagamie County courthouse 


annex meeting room was packed as the 
hearing opened Wednesday morning 
but most persons left shortly after noon 
or in the early afternoon as most 
speakers dwelt on the salvage dealer 
and processors' problems. 


Cutler claimed that the DNR auto 


burning restrictions had caused the 


recycling of auto hulks to become 
stagnant. He urged the DNR to avoid 
having detrimental effects on the sal- 
vage business and questioned why saK 
rage dealers should be under a solid 
waste disposal regulation. 


Jay G. Hochmuth, DNR engineer, 


said the DNR rules were being directed 
at controlling all solid waste, and the 
salvage yard, like a sanitary landfill, is a" 
recipient of solid waste. 


Charles Beardsley, of Sadoff Iron and 


Metal Co., Fond du Lac, questioned 
why paper companies which recycle 
waste paper weren't included in the 
disposal rules. He said his company, 
which processes auto hulks and other 
metal, was similar to the paper firm, 
both serving in a type of recycling 
business. 


Hochmuth said there was a distinc- 


tion in that the paper firms produced ~a 
saleable product — new paper — and' 
Sadoff didn't. The processed metal still' 
must be sold once again before it 
becomes a saleable product, he said. 


He later explained that the DNR had 


sought to avoid having to cover paper 
firms and other businesses under the 
solid waste rules. They are controlled 
by other regulations, he said, but sal- 
vage yards and processors weren't 


Edward Rudoy, of Sadoff, told the- 


DNR he objected to licensing and other 
DNR involvement because he had to- 
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Outagamie to look into 
county transit system 


Push for Patriots 


The P on the beanies stafids for Patriots, who will be sending 
their basketball team to the sectionals Fnday ot the University 
of Wisconsin-Oshkosh. The Pep Club of Appleton Hjgh 
School-East is putting the letters on the beanies and will sell 
them Friday in school Barb Kuehmsted, left, and Katie 
Nabb^feid, who are in charge of the project, work to get the 
caps ready. The East team wjjJ (ace Sheboygan South Friday 
in its bid for the state tournament. (Post-Crescent photb) 


Outagamie County officials plan to 


investigate the merits of a countywide 
or multi-county mass transit system, 
starting with review of Appleton's 
recent study of public bus service. 


The county board's property com- 


mittee Wednesday agreed to invite 
retired Circuit Judge Andrew Parnell to 
explain the study he chaired for the city 
last year. The committee also plans to 
communicate with neighboring coun- 
ties and to meet with members of the 
newly appointed Appleton Transit 
Commission. 


County Executive Alvm Woehler and 


Appleton Supv. Charles Wussow ins- 
tigated the discussion. 


Woehler presented a letter he had 


sent to Pamell's committee during the 
city study. Appleton Supv. Nick Karras. 
chairman of lhecouiU\ committee, said 
the city has filed Woehler's letter 
without taking action, leaving it up to 
the county to assume the initiative. 


Woehler proposed widening the Par- 


nell study to include Outagamie, Wm- 
nebago and Calumet County needs. 
The county executive suggested that 
the problem is too 3arge for a single 
private company to handle and also 
extends beyond the boundaries of a 
single county. 


Solving the city's problem would be 


only a temporary solution. Woehler 
wrote, urging immediately starting a 
"comprehensive program." 


Both Woehler and Wussow offered 


their visions of how a multi-county 
mass transit system might work. 


He also pointed out that East-Central 


Regional Planning Commission is 
equipped to handle such problems. 


Woehler's letter to Parnell said it is 


"quite easy to \isualize one day having 
an overhead monorail service" linking 
the metropolitan areas like a railroad 
network, or following highways. 


He said it would be desirable for 


counties to contract with each other to 
provide a financial base, and said there 
will be need for a special mass transit 
fund like present-day highway funds. 


Wussow suggested seeking legisla- 


tion and changes in mass transit 
regulatory rules to pennit use oi exist- 
ing railroad tracks to operate single-car 
passenger service between Green Bay 
and Milwaukee. 


Karras said the questions before his 


committee include learning what is the 
most desirable system, how it would be 
financed and how the counties would 
arrange to cooperate 


fKaukauna gets land 
|for industrial park 


*; ' KAUKAUNA — The city council 
K> Tuesday night voted to exercise op- 
v, tions on approximately 200 acres of 


to be designated as an industrial 


ppark. Options are due to expire in 
I.! August of" 1973. 
§•,. The land options were accepted from 


'f> the Wendal L. Whitman Agency and 
^include four separate parcels located in 
r:,.an area bounded by State 55, U.S. 41, 
|r< County Trunk OO and pxtpndine eas- 
£" terly to near County Trunk J. 
£ " The first parcel has between 25 to 27 
Nacres and sells for $1,800 per acre, the 
£• second contains 37 to 38 acres and sells 
£"-for a total of $75,000, third parcel con- 
-? tains 18 acres at $2,300 per acre and the 
I", fourth parcel has*5 to 26 acres and sells 
JCat $2,000 per acre. 
v 
The land currently is in the Town of 


•'.- Vanden Broek but will be annexed 
\. through direct annexation to the city 


once the property purchase is complet- 
ed. Meetings have been held with the 
Chicago and North Western Railway to 
insure a railway spur and the location 
of necessary track within the site. The 
city already has started planning for 
extension of sewer, water and other 
utilities to the area. 


Mayor Robert La Plante, comment- 


ing on the acquisition, said, "Now we 
have something to offer industry 
We're at least in the ballgame in at- 
tempting to attract industry." 


"Our electrical rates are the best in 


the state and although we may not 
have anyone in the park this year or 
even next year, at least we're in the 
ballgame," continued La Plante. He 
said it is up to everyone including the 
council, industry, commercial people, 
clubs and organizations to promote 
Kaukauna as a place for industry. 


Council stirred by bid 
to extend parking lot 


>• - Proposed 
additional 
off-street 


t p'arking for an East Wisconsin Avenue 
":.supper club brought a noisy response 
s-.tdurmg a city council public hearing 
^--Wednesday before it was referred back 
>,to the plans commission 
£l Aid. William Errington (15th) wanted 
;--the commission to secure written as- 
.' Durance from William Dougherty, 
Vwner of Chef Bill's, 1405 E. Wisconsin 


that he will bring his present 


area into compliance with city 


^•regulations before further considera- 
tion is given to allowing expansion of 
Sparking facilities. 
"-- Under council rules, Errmgton's 
^request made the referral to the com- 
.^rnission automatic. No vote was 
^required. 
1^ Dougherty, through his attorney, 
*;E>on Jury, sought a special use permit 
'?to convert property behind his supper 
iclub to parking area. Customers often 
Jare forced to park on the street, Jury 
jsaid. 
^ 'Fifteen nearby property owners 
-signed a petition opposing the permit 
yMrs. Alvin VandenBerg, 1200 N. Pla- 
/teuau St., said she and her neighbors 
Slon't want a parking lot abutting their 
"property. 
v-"It 
would 
devalue 
residential 


^property, she argued, and the resulting 
[•.drainage problems would cause runoff 
:water to get into their basements. 
?, Xity Planner Jack Hetu agreed with 
j4wrs. VandenBerg that allowing the 
Tchef Bill's permit would set a precedent 
;fdr expansion of other commercial 
1-parking into predominantly residential 
{areas nearby. The plans commission 
chad voted 4-3 to approve the permit, 
vHetu said, but he was strongly opposed 
"Jo the request. 
•v'Ald. Judith Winzenz (12th) wanted 
Jllie petition denied because the parking 
jot would upset property values in a 
nquiet neighborhood, Dougherty could 
jexpand to the east instead, there would 
±>e serious questions- about proper 
drainage and Dougherty had been 
^warned by the city some time ago that 


his existing parking area did not 
comply with city codes in that the 
entrances are improper and there is 
lack of dust control. 


Dougherty would be required to 


provide dust control on the new lot. He 
promised Wednesday night that he 
would blacktop the entire parking 
layout. 


Errington, citing previous similar 


problems, wanted the promise in writ- 
ing. 


Aid. Roy Pointer (14th) cautioned 


aldermen that if they don't give due 
consideration to Wisconsin Avenue 
merchants' need for off-street parking, 
they will be "chasing out the tax base." 
Pointer predicted there soon will be no 
parking allowed on Wisconsin Avenue. 


Aid. Orville Strutz (17th) recalled 


that the council has'encouraged Wis- 
consin Avenue merchants to try to 
obtain off-street parking. 


In other action, the council- 
—Approved 
Mayor 
James 


Sutherland's appointment of David Bill 
as personnel director. 


—Approved Sutherland's appoint- 


ments of Richard Van Sistine, Robert 
Bodoh, Corinne Goldgar, Albert John- 
son and Arthur Diedrich to the new city 
transit commission. 


-Accepted the finance committee's 


-recommendation 
that 
Recreation 


Director Lloyd Koehnke be permitted 
to donate his 1973 raise of S624"to the 
park and recreation budget. 
Credit union names 
directors at Kaukauna 


KAUKAUNA — Re-elected to three 


year terms as directors at a recent 
meeting of the Thilmany Credit Union 
were John Reif, James Schmidt and 
Ewald Ring. 


Ring reported that assets had 


increased 43 per cent to 52,009,646. The 
credit committee report stated that 
$1,385,331 in loans were disbursed dur- 
ing 1972 with total lo~ans outstanding at 
$1,634,994. 
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Whaf fo do, where fo go 


Marc 1 —The Poseidon Adventure at 


6:30 and 9 p.m. 


Marc 


p.m. 


2 —Office Girls at 7 and 9:15 


Cinema 1 —Up the Sandbox at 7 and 


9p.m. 


Lawrence 
University 
— 


Colloquium, open modern painting' 
class, lecture by Hiram D. Williams, 
professor of art, University of Florida, 
at 8:30 a.m. Friday, Worchester Art' 
Center. Open to public. . ' 
' -!>' 


Viking —World's Greatest Athlete at 


6:30 and 9 p.m. 


Neenah — World's Greatest Athlete 


at 6:30 and 8:45 p.m. 


Plaza, Oshkosh — World's Greatest 


Athlete at 7 and 9:20 p.m. 


Time, Oshkosh 


7 and 9 p.m. 


-Up the Sandbox at 


Lawrence University — Environ- 


mental Geolgy Film, The Inland Lake 
Demonstration Project, at 7 p.m., 
Youngchild Hall. 


Lawrence University — Recital, 


Robert Fabrick, pianst, and Margaret 
Schmidt, violinist, at 8 p.m., Harper 
Hall. 


Winners all 


Wilson Junior High School's Jazz Ensemble won first place in 
class B competition at a |azz festival Saturday in Eau Claire. 
Three members of the group are, left to right, Michael Schultz, 
Douglas Ligare and Kevin Dobbe. Wilson's entry was the only 
junior high group in the annual festival. Appleton High 
School-West took second place in class A competition. 
Outstanding West soloists were Scott Farrell and Dick Slayton. 
Lawrence University took first place in the college division. 


Girl to be sent to child center 


A 13-year-old Appleton girl who ran 


away to Chicago'for 12 days last month 
will be placed in the Wisconsin Child 
Care Center at Sparta 


"You don't want to be walking the 


streets for the next 10 years, do you?" 
Family Court Judge R. Thomas Cane 
asked the girl. 


Why did she continually skip school 


and habitually run away from home? 
Cane asked. She didn't know, she 
mumbled. Police said she didn't like it 
at home. She pleaded guilty to five 
counts of being gone from home and 
school from Oct. 12 to Feb. 28. She told 
police she was gone many more times 
than was specified in the charges. 


The girl's first entry on Appleton 


police records was a year ago when, at 
the age of 12, she ran away from home 
and was apprehended by Milwaukee 
police. Authorities say she usually 
hitchhikes. She stays with whomever 
will provide shelter- 


She was placed in the Outagamie 


County jail after she returned from 


Chicago late last month Cane ordered 
that she stay in detention until welfare 
authorities take her to Sparta 


Police said they now are looking for 


the girl's 15-year-old sister who is 
reported missing. 


Cane cleared the way for the younger 


girl's placement at Sparta by finding 
her dependent and placing her in the 
custody of the state Department of 
Health and Social Services until she is 
18. 


Woman hurt in 
freak accident 


OSHKOSH — A Butte des Morts 


woman remains in critical condition at 
Mercy Medical Center today after an 
unusual accident where she was 
pushed through a garage door by a car. 


In the intensive care unit with severe 


head injuries is Mrs. Dolores A. Arnott, 
31. 


The accident occurred shortly before 


noon Wednesday in the driveway of the 
Arnott home off Village Road. The car 
that struck Mrs. Arnott and smashed 
the garage door was driven by Rose M. 
Roderick, also of Butte des Morts. 


According to sheriffs officers, the 


Roderick auto was stopped in the 
driveway, and Mrs. Arnott got out to 
open the garage door. Mrs. Roderick 
reached over to stop the right front car 
door from hitting a child who also was 
leaving the car. The wind was blowing 
the car door shut Mrs. Roderick's foot 
slipped off the brake and the car began 
moving forward. As she tried to apply 
the brake, her foot hit the accelerator 
instead. The car went forward and 
struck Mrs. Arnott, pushing her 
through the garage door and into the. 
garage. 


Lawrence University — ReceptJdh-.".' 


for artist Hiram D. Williams, S^p.tii^/V 
Cloak Theatre. Open to public: '• , '•£*.' 


. > 
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Tight security"^-^ 
continues for 
T:^ 


rape hearing 
\; 


Tight security remained intact -aS t£e 
. 


preliminary hearing for the"13 mejnbecs'' 
of the D.C. Eagles motorcycles gan^i. 
moved into its second fujl day..,t)H« '' 
morning before Judge Nick F, Schaefilr . ~' 
in Outagamie County Court Bra.rtcri.2Sj*- ?;, 


Wednesday's proceedings wfixe^a'd- •"•>'' 


journed after more than stx^ifour;!, -% 
while today's proceedings gotofft<j an *' 
early start at 8:30 a.m. 
• •. " 
~\.--" 


Judge Nick F. Schaefer "again refused' - 


comment on any aspects off .the l 
proceeding, offering nt> informatiot^as 
to how many of the 17 witnesses had 
testified or how long the hearing would- 
last. 


Sheriff Calvin Spice, supervising ... " 


security provided by his department 
and Appleton police, said no problems;", 
have arisen concerning security operal- 
tions. The courtroom.has.been heavily, 
guarded both inside and out, awJ tfafffe 
flow in the safety building has b'ee*i-- • 
minimal. The defendants have not Jbeex) ; 
allowed to leave the courtroom dufihg 
the periodic recesses. 


Schaefer has indicated that he-'will 


make a statement only after 
the: 


proceedings are completed. 
" 
. "1 '•' 


Although the prosecution has a large 


number of witnesses, it is unlikely that „ ' 
the defense will produce any, for iri 
such a hearing the defense concert, 
trates its efforts on testing -the. : 
credibility of the prosecution's- wit- ' • 
nesses. 
;': : ^!, 


It is expected that the greatest por|r . 


tion of cross examination by defense* 
attorneys Allan Eisenberg Jr. and'All.aj*" " -- 
Cain would be directed at the twjo J§» 
year-old Appleton girls, who reportedly; '• 
were the rape victims of the 12^rnale •- 
defendants and other members of.the - • 
gang m and near Little Chute-on Febl -- ^. 
25. 
:. -- 


Together the 13 are charged wuh-26 . 


counts of being party to rape. 


f** 
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Sale! 


If You Missed 1925, 


There Still Might Be Hope For 


Rodeway Inns Present, 


You! 


-J 


A NEW 


reeze 


FREEZER 


in our store 


Pound 


for pound 


the b«»t buy! 


The Kitchen Freezer with a 
woodgrain stain resistant lid! 


Put it in the kitchen where it belongs. 
That's where you use it most. 


And features you will like for the 


convenience of storing frozen food! 


3 Days S 2 Wights of Champagne & Candlelight 


A special weekend for two — in the luxurious 
twenties style that made Chicago famous! 
Special Price of $58.80 per couple includes: 
Complimentary bottle of iced champagne • Magnificent 
guest rooms, complete with king size beds • Color T.V. • 
ThermaSol in-room steam baths. 
[520.00 in "Rodeway Money"Jto spend as you choose 
on any of the great dining Q- entertainment facilities at 
the Rodeway: breakfast, brunch, a sumptuous 
luncheon, a candlelight dinner in The Monte Carlo 
Room, or cocktails and fioorshow in the exciting 
Bar Bella Lounge. 


,RODEWAY 
INNS ~ 


Cumberland Avenue 


_ 
at the Kennedy Expressway 
Offer good any weekend this winter. 
<5615 Morth Cumberland 


Call today for reservations! (312) 693-5800 
Chicago, Illinois 60630 


(children under 12 staying in parent's room are free) 
Parking is free at the Rodeway Inn. 


Counterbalanced lid. 
Slays open by itselt. 


Autumn Gold Color 
on embossed sleel. 


Removable basket 
Stores your bulky 
packages. 


\ 


Entire storagi area 
fact fr*tza 
compartment plus 
freezing coils on 
She bottom. 


ii2's included 


puls it on the J7iove_ 
•when you wan]. 


Adjustable temperature 
control. 


Model CD-7AG 


Sale Priced! 


most famous name in chest type freezers! 


McKINLEY SALES 


201 N. Richmond St., Appleton 


"»T PAYS TO BUY WHFBE YOU GFT GOOD SESVlCf' 


£•"> 


JEWS PA PER I 
-IWSPAPKR! 


2 DAYS ONLY 


ON.. 


G.E. COLOR TV'S 


G.E. BLACK & WHITE TV'S 


FLOOR MODELS 
MANY ONE-OF-A-KIND 
QUANTITIES LIMITED 


You'll Save 1 OO's of Dollars Over Manufacturer's Suggested Retail Prices. 


"YOU WON'T BE DISAPPOINTED" 


"SNEAK PREVIEW"-Thursday Evening-Look 'em Over-FIRST COME-FIRST SERVED!! 


18" COLOR TV 


RIOT PRICED AT... 


BLACK & WHITE TV$ 
Starting at 
7450 


TELEVISION 
STEREO 
APPLIANCES 


stores 


23" CONSOLE COLOR 


Wood Cabinets (Maple or Walnut) 


RIOT PRICED AT... 


25" COLOR CONSOLES 


MAPLE-PECAN OR WALNUT 


RIOT 
PRICED AT 


"EASY TERMS" 


P«c« Apply At Both Stores 


$449 


"THE KING OF THE VALLEY".. 


Breaks the Price Barrier 


on 100% Solid State 25'' Full Consoles 


3 Cabinet Styles to Choose from. (QUANTITY LIMITED) 
RIOT PRICED AT... 


Winners of Our 


Grand Opening Contest 


1st PRIZE 


Magnavox TV 


Mrs. Arthur Niemuth 
165 N. Western Ave., Neenah 


2nd PRIZE 


GE DRYER 


Wade Leuxnold 
333 2nd St., Menasba 


3rd PRIZE 


Hoover Vacuum Cleaner 


James Coenen 
924 Oak St., Neenah 


KING OF THE VALLEY 


30 Day Price Protection Plan 


VALLEY FAIR 


APPLETON 


OPEN: 


Daily 10 to 9 
Sat. 10 to 5 


FOX POINT PLAZA 


NEENAH 


OPEN: 


Daily 10 to 9 
Sat. 10 to 5 


?SPAPLR 


r 
* 


WSPAPfcRI 
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Wickes 
SAVE UP 
25% 


rj 
VERING 


.-*« 
build 
aiiA 
idea 


I'S '* 
I .«•".-; 


SPECIAL 


PURCHASE 


Sculptured 


100% 
NYLON 


Carpeting 


Elegant, hi-lo pattern; foam rub- 
ber back, red and Inca gold. 


roVs 


PRICES GOOD THRU MARCH T4th 


RUBBER BACK 


Choice of many colors for immedi- 
ate delivery, install yourself 


Regular $4.99 
SALE 
s,«. 


NO WAX 
VINYL 
FLOORING 
12' wide: choice of colors & pat- 
terns, easy to install yourself 


Regular^ $ Q 59 
SALE 
Sq.Yd. 


Wickes has a complete line of 700 
Broadloom Carpeting... CALL: / O V- 


CREDIT AVAILABLE 


f Wickes 


Lumber 


2401W. COLLEGE 


APPLETON 


OPEN DAILY 8 TO 5; 
SATURDAYS 8 TO 3. 


YOUR NEWS QUIZ 


PART I - NATIONAL AND INTERNATIONAL 
Give yourself 10 points for each correct 
answer. 
i A delay in the release of additional American 


POW*s was one issue in disputes that arose 
over the cease-fire in Viet Nam. True or 
False? 


2 UN Secretary-General . . ? . 


Paris Conference on Viet Nam. 


attended the 


3 Writer-historian Barbara Tuchman has sug- 


gested that the U.S. presidency be abolished 
and replaced by . . ? . . 


a-a Premier chosen by Congress 
b-a five-person committee 
c-an acting President and an honorary 


President 


4 New tensions arose in the Mideast when Israel 


warplanes shot down a civilian . . ? . . airliner 
that strayed into Israeli-held territory. 


a-Egyptian 
b-Jordanian 
c-Libyan 


5 Residents along the shores of the Great Lakes 


are expecting unusually (CHOOSE ONE: low, 
high) water levels along the shores this spring. 


PART II - WORDS IN THE NEWS 
Take 4 points for each word that you can 
match with its correct meaning. 


1 
commodity 


2 
commerce 


3 
subsidy 


4 
allotment 


5 
parity 


a-portion 


b-article of trade 


c-equivalent 


d-financial aid 


e-buying and selling 


of goods 


PART 111 - NAMES IN THE NEWS 
Take 6 points for names that you can 
correctly match with the clues. 


1 
Major General 
Mordechai Hod 


2 
Col. Muamxnar 
el-Qaddafi 


S..,..Ludvik Svoboda 


4 
Shah Mohammad 
Reza Pahlavi 


5 
Zalman Shazar 


a-Premier, Libya 


b-Presidenl, Czecho- 


slovakia 


c-President, Israel 


d-Commander, Israeli 


air force 


e-lranian ruler 


™E Post-Crescent 


AND 
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Match word clues -with their correspond- 
ing pictures or symbols. 10 points for 
each correct answer, 
l 
Pompidou's party is 
being challenged as 
French elections near 


2 
Ash'..?.. marks the 
beginning of Lent 


3 
A F L-CIO President 
George Meany urged 
. . ? . . price controls 


Congress will begin 
debate on a new . . ?.. 
bill 


O***.* 
President 
Lanusse's 


military 
government 


faces voters in elec- 
tions here Sunday 


C 
6 


TIIPU1AY "Mardi Gras" is cele- 
I ULOUnI 
brated on Shrove.. ?.. 


7 
This is National "Save 
Your Vision Week 


8 
Voters here can show 
preference between 
Britain and Irish Re- 
public 


9 
Chile's President Sal- 
vadore Ailende 


•^jm^p a™. wo,u WEDNESDAY 
*4 ftAlfV Curling Championship 


"J JTbegins in . . ?. . this 


week 


HOW DO YOU RATE? 


[Score Each Side of Quiz Separately) 
71 to 80 points - Good. 


91 to 100 pointi - TOP SCORE 
61 to 70 pointi - Fair. 


81 to 90 points - Excel lent. 
£Q or Under???- Jfiwn! 


FAMILY DISCUSSION QUESTION 
Is it important to protect ancient monuments from 
ruin? 


THIS WEEK'S CHALLENGE! 
*o 


Who is Canada's External Affairs Minister? 


35-73 
° VtC, Inc., Madison, Wisconsin 


Save This Practice Examination! 


STUDENTS VaJMaKlo I?of«"«>:nr*» Material For Exams. 
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Keppler calls for cleanup 
of Senate hiring patterns 


Post-Crescent Madison Bureau 


MADISON — A leading state law- 


maker has accused fellow senators of 
padding payrolls, building small em- 
pires and hiding staff members from the 
press in a blast at runaway hiring prac- 
tices in the state Senate. 


Former Majority Leader Ernest 


Keppler, R-Sheboygan, said as well that 
a sizable number of state Senate 
employes "are not earning their 
salaries" and are sitting around the 
statehouse doing little public work — 
and sizable amounts of private work 
they bring to their state jobs with them. 


In a letter to the Senate organization 


committee, Keppler, vice president of 
the Senate, has called for a cleanup of 
Senate hiring and work patterns. 


He specifically blasted: 
— The promotion of clerical secre- 


taries to "administrative assistant" 
status to win pay raises for favored 
female employes. 


— The "rampant" use of the "gim- 


mick" of reclassifying employes into 
new job classifications without a 
change in work duties to win pay raises 
for staff workers otherwise ineligible 
for the pay hikes. 


— Staff help "literally not earning" 


its salaries. 


— Hiding staff assistants elsewhere 


in the capitol so the press will not learn 
that some senators have extra staff 
assistants. 


—The building of "little empires" on 


caucus staffs, which Keppler said have 
grown "too large." 


Labeling the current Senate payroll 


of 36 state paid professional political 
staff assistants as a "sad state of af- 
fairs," Keppler called for the hiring of a 
professional staff director for the 
Senate or an iron-clad rule that will 
forbid any such hiring or promotions 
not approved by the organization com- 
mittee. 


Until either step is taken, Keppler 


wrote, he is willing to approve all such 
salary hike and staff hiring requests 
that come his way as chairman of the 
organizational committee. 


."If the committee cannot agree on a 


strict and firm policy I presume.. .the 
situation will deteriorate rapidly and 
eventually the news media (and the 
public) will find it a most interesting 
situation," Keppler closed his letter to 
organization committee members. 


Copies 
of 
the 
letter 
were 


anonymously distributed to press 
boxes in the statehouse Tuesday. 


Information 
supplied with 
the 


Keppler letter indicated that the par- 
tisan staffers — who work mainly on 
developing party positions on legisla- 
tion and running re-election campaigns 
for senators —are paid almost $324,000 
a year. 


Keppler told his fellow lawmakers 


that the formerly even-handed rules 
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2 disposal experts 
injured in explosion 


CASABLANCA, Morocco (AP) - 


• Two Moroccan bomb disposal experts 


were hurt today by a bomb hidden in a 
shoebox discovered at the American 
cultural center. The bomb went off at a 
military carnp outside the city. 


Another bomb was found Saturday 


under the car of an official at the 
American consulate,, but it was 
disarmed without injury. 


affecting hiring and raises have fallen 
apart since the November election. 


Now, said Keppler, "we seem to have 


certain policies for some individuals 
which don't affect others," he wrote. 


"Our policy of strictly giving raises 


only on July 1st has substantially 
deteriorated. Our policy prohibiting a 
secretarial increase by making her an 
administrative assistant without hiring 
another secretary apparently has been 
changed. Increases have been granted 
without the Senate organization com- 
mittee being aware of it. The gimmick 
of reclassifying people in order tovget a 
salary increase is rampant," he said. 


"We ought to face the fact of Senate 


personnel who literally are not earning 
their salaries," Keppler said, pointing to 
secretaries bringing private work to the 
capitol to handle on state time. Others 
arrive for work late and leave early — 
when they do not take the day off, 
charged Keppler. 


Some lawmakers, he continued, 


"cleverly keep their extra personnel 
working in other places in the capitol 
out of sight of the press..." 


tomorrow at WICHMANN'S... 


DISTINCTIVE SPANISH GOTHIC 


DESIGN BEDROOM MASTERPIECE 


J 


ft, 
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3 _'_V <i_^X"v^ 
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BIG DOOR-TRIPLE 
DRESSER, 


2 MIRRORS, CROWN ARMOIRE 
AND CHAIRBACK HEADBOARD 


"AdvenSuro" is o bold challenge to today's most 
sophisticated furniture tastes at a price that 
will please your budget. The vigor of Spain is 
evident in the massive weightiness of the deep 
carvings on doors and drawers, heavy hardware 
ond solid molded bases. The intricate detail 
seen so predominately in each piece of the 
suite is reminiscent of authentic Spanish Gothic 
architecture- Finished in deep toned Antique 
Pecan on selected hardwoods, engraved com- 
pressed wood ond polystyrene components, the 
suite features a huge door-Triple Dresser, Twin 
Mirrors, Crown-top Armoire and o distinctive 
Chairback Headboard. 2-drawer Night Toble 
available. 


STORE HOURS 


MOM.-FRI.-TU 9:00 
All DAY SATURDAYS 


.'.L//_. 


USE YOUR GOOD CREDIT 


SAVE YOUR CASH 


FURNITURE 


BEDDING WIGHM ANN'S 
vr 


•CARPETING 


•APPLIANCES 


.•.•.«,•..A.... 
mm 
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Neighbors arrive to protest Rogers' yard 
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KAUKAUNA — A neighborhood 


squabble came to the floor of the City 
Council on Tuesday night when several 
neighbors of state Assemblyman 
William Rogers arrived to protest the 
lawmaker's harboring of various 
animals in his yard. 


Rogers, 1800 Peters Road, also under 


fire for the condition of his yard, was 
given until last Sunday to remedy the 
situation by the city health and recrea-' 
tion committee. But recently in a letter 
to Mayor Robert LaPlante, he said he 
would not remove the animals unless 
ordered by the court. 


To a host of complaints, Rogers has 


contended that the law is on his side, 
and that while his property was zoned 
for "nonconforming use" he should be 
permitted to keep the family's horse, 
sheep, dog and various waterfowl. 


In his letter Rogers also criticized 


committee chairman James McDaniel, 
3rd, and Aid. Lloyd Kloehn, 2nd, claim- 


ing they were irresponsible in the way 
in which a recent committee meeting 
on the subject was conducted and in 
action resulting at the meeting. 


At the council meeting, Kloehn dis- 


puted the irresponsible claim stating, 
"If Rogers' reasoning is correct as to 
why he can maintain animals under a 
non-conforming use, then he could 
argue that he could keep six elephants, 
six giraffes or six more jackasses." This 
was in reply to a claim by Rogers that 
six cows were harbored on the land 
when it was annexed to the city. 


Robert Meyerhofer, who owns a 


turkey farm adjacent to the Rogers 
property, claimed the cows were dis- 
posed of before Rogers' land was an- 
nexed to the city. He said that the horse 
and ram were constantly in his 
property and he was forced to build a 
fence to protect his yard. 


Meyerhofer also claimed that the 


animals often were neglected and 


THIS WEHCS SPECIALS; 


ROASTING 
CHICKENS 


RIB 
STEAK 
ill. 


SIDES 


OF BEEF 


life 


U.S.D.A. Good—AH Processed 


HIND 
" 
FRONT 


QUARTERS 
QUARTERS 


831 
95* 
79 


Easy"Finance Plan With Purchase of Any Beef Half or Quarter/ 
=B 


C 
H 


Ib. 
H 


COENEN PACKING CO. 


Corner Highway "OO" & French Rd.-Phone'734-3504 


Op*n MOD. thru Thvrt. 8 to 6; Friday 8 to 9; 


Sat. 7:30 to 5:30; Cfos*d Sundays. 


fought for water when it was made 
available. He felt that the animals-were 
being tormented due to lack of ample 
water. He also objected to old lumber 
and an old car on the Rogers property. 


Adding objections to the condition "of 


the yard and the animals were Otto 
Oberjneyer, William Meyerhofer and 
Fred Hein, all telling of troubles 
experienced by the animals running 
loose. 


McDaniel then read a letter from 


Keith Ploetz, 1525 Hillcrest Drive, 
which stated that the Rogers' sheep 
had pinned his wife against the house 
on one occasion and knocked him to 
the ground on another. He also 
described damage to his property done 
by the Rogers' animals and threatened 
to raise pigs, "as pets of course," in 
retaliation. 


Ultimately City Attorney Donald 


Green was instructed to make a full 
investigation into conditions of the 
Rogers property and to take necessary 
legal action to insure all city ordinances 
in regard to condition of yard, keeping 
of animals and other violations would 
be met or court action taken against 
Rogers. 


Green stated that he would seek 


proof as to whether the land could be 
classed as non-conforming use and 
gave the opinion that the sheep was 
being kept illegally. He also felt the 
waterfowl may be harbored there 
without a city license as required. 


He informed the group that some 
Injunction sought by 
NLRB against Madison 
Teamsters over strike 


MADISON, Wis. (AP) —The National 


Labor Relations Board has asked for an 
injunction against Madison Teamsters 
Local 695 for alleged illegal labor prac- 
tices in connection with the union's 
general beverage strike. 


The suit, filed Wednesday in U.S. 


District Court, names Donald Eaton, 
secretary-treasurer of the local, James 
Marchetti, business manager, and 15 
pickets. 


The board's complaint alleges the 


local has threatened liquor store 
owners, and stinkbombed a number of 
them, as well as engaged in mass 
picketing since the strike began last 
November. 


Try Post-Crescent 


classified ads - 


4-WAY 


STOP 'N'VJRY 


heat or air. with o\vithout 


tumble . . . 
knits, gym 
stuffed animals, 


AUTOMATIC 


DETERGENT DISPENSER 
lets you set once to' pre-soak 
. .. machine advances 
through other cycles 


automatically 


YOUR CHOICE 


SAVE *25 


UPRIGHT VAC 


AND ATTACHMENTS 


V)»(A-BEAT 


ACTION 


Uo-front nap adjuster gives 
exact setting for everything 
from low pile to thick shag. 
2-speed power for light or 
heavy cleaning. Built-in cord 
rewind eliminates clumsy 
tangled cord mess once 
and for all. Includes attach- 
ments at left 


SPECIAL! 


VIBRA-BEAT 


CANISTER VAC 


V! BRA-BEAT nozzle beats 
2,000 times per minute... 
powerful suction whisks dirt 
away. 3-way power for thick 
shags or sheer curtains, in- 
cludes: reg. and upholstery 
nozzles, floor-wall brush, 
dust brush, crevice tool, 
wands and hose. 


PAIR SALE 
SAVE*9O 


UNFORGETTABLE 


LOW PRICES 


18-LB. WASHER 


SAVE *70 $22988* 


11 programmed cycles including 2 durable press and 
30-minute pre-soak. 4 speeds, 5 temperature combina- 
tions. Automatic detergent dispenser plus built-in 
bleach and fabric softener dispensers. In white, gold or 
avocado. Color S5 more. 


18-LB. AUTO-DRYER 


SAVE *20 


18-lb. "automatic-dry'" dryer shuts itself off when 
clothes are dry. 8 versatile cycles- include settings for 
regular, durable press and fcmt fabrics. 4-Way Stop'n'Dry 
allows total drying versatility. Removable rack for no- 
tumble drying. $30 more for gas. In white, gold or 
avocado. Color $5 more. 


Delivered Price 


Phone 7i9-6181 


STOP 1N; SEE IT, BUY IT NOW 


218 N. Division, Appleton 


USE WARDS CHARG-a/l PLAN 


doubt existed as to keeping of the horse 
as Rogers claimed it was beinj; kept for 
breeding purposes as were his cows 
earlier, and if it was found that Rogers 
had the cows when annexing to the 
city, he then could retain the horse. 


In other action, a request from nine 


property owners in Ravinia Courts to 
have the area designated as a "no 
sidewalk area" was referred to the 
board of public works and a request 
from 21 property owners in the DSK 
plat and DSK-Hyland Avenue plat to 
have property rezoned from central 
business to multiple family residence 
was forwarded to the planning com- 
mission. 


Property owners claimed that the 


central business zoned area had been 
built up into single and multiple family 
residential area and that the zoning 
should conform with usage. Change of 
zoning would 
affect 
assessment 


charges for street improvement or 
other work in the area. 


Police & fire beat 


Damage was estimated at $143 after 


10 windows of varying sizes were 
reported broken at Ormsby Hall, 
Lawrence University. Police said the 
vandalism occurred last weekend. 


Police are continuing their search for 


an 18-year-old Appleton man, listed as a 
Huber Law prisoner who walked away 
from his job sometime Wednesday. 


Vernon R. Millizer, 906 1/2 W. Wis- 


consin Ave., was described by police as 
about six feet tall, weighing 135 pounds 
,and wearing a blue jean jacket, dark 
pants and work boots. He was ap- 
parently last seen in the 800 block of N. 
Division Street about 1:45 a.m. today. 


Millizer had been sentenced to three 


months in the Outagamie County jail 
with Huber Law privileges as part of a 
six-month probation on Feb. 23 by Cir- 
cuit Court Judge Gordon Myse, who 


'found the defendant guilty of stealing 
$200 from a Town of Grand Chute 
service station last Nov. 28. 
f——".™-————————!| 


HELP 
KEEP YOUR 


CWiMENAURT 


WITH 


VITAMINS 


JUNIOR-VITES 
M 


20 I 8o,$195 
I Liqd. ' I 


STEGER NUTRITION Center 


100 
Tabs 


I. 


Daily 9-5-Fri. 'til 9—Sat. 'til 2 
1305 N. Division St., Applcton 


DESIGNER 


\ 
4 


69.88 


NO ONE WILL EVER GUESS YOU 
PAID LESS THAN $100. (Let that be 
our secret.) 


$100 doubleknits promise no-wrinkle comfort 
and shape-retaining stamina. 
So do ours. 


$100 doubleknits feature expert tailoring 
in 100% polyester from top mills. So do ours. 


$100 doubleknits highlight 2-button models 
with fashion-new details. 
So do ours. 


$100 doubleknits give you new Spring patterns, 
colors in regulars, shorts, longs. So do ours. 


How do we keep our faclory-to-you price so low? We're the 
biggest maker-and-seticr of men 's suits in America! 


Expert fitting and complete alterations 


by experienced tailors a! no charge 


OPEN SUNDAYS to 6 P.M. 


APPUTON 


West College Ave. Extension 
{Rt. 125) % Mile East of R». 41 


OSHKOSH-1571 RiponRoad 


BAhKAMERlCARD 


wefccme 


Puf away the umbrellas! 
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A pleasant Pacific high has started to 


enter the Fox Valley and will cause 
relatively warm days and cool nights 
during the next few days with little or 
no chance of precipitation, according to 
United 
States 
Weather 
Bureau 


forecasters at Green Bay. 


Skies will be mostly fair and cooler 


tonight with a low in the upper 20s. 
Friday will be partly sunny with a high 
in the mid 40s. Wind will be northeast at 
8-15 m.p.h. tonight and Friday. Precipi- 
tation probability will be 5 per cent 
tonight and Friday. 


In Appleton,the high temperature 


Wednesday was 50 and the low 37, 
according to Wisconsin Michigan 
Power Co. At 9:30 a.m. today the 
barometer was 30.25 and rising, wind 
west at 7 m.p.h.; humidity, 75 per cent; 
dew point 33; skies, overcast; and there 
was no precipitation. 


Sunset today at 5:50 p.m. Sunrise 


tomorrow at 6:18 a.m. Moonset tonight 
at 10:45 plm. First Quarter on March 11. 


Prominent Stars: Procyon high in 


south at 8:23 p.m. Regulus high in south 
at 10:52 p.m. (Procyon is a little over 11 
light years from the Earth and Regulus 
is 84 light years from the Earth.) 


Are You Interested 
In Extending Your 


Meat Dollar? 


Piggly Wiggiy is also concerned with the 
present high cost of wholesale meats. 


That's why at this time, we are proud 
to faring you "Pampered Beef," the 
result of a new concept in quality 
beef production 


Dita From NATIONAL. WEATHEK SERVICE 


NOAA. U.S. Dipt, ot Commerce 


-m% 
4050 x>^\^/' 
Figuru Show Low T«mp*roturM Expected \Z^S <?/£jSy 


'fr "V 7 


FORECAST 


Until 
Friday 
Morning 


liolaud Prtcipitation Not Indicated— Consult Local fortcatt 


Ra/n, warmer 


Rain is forecast for the Southeast and showers are expected 
for southern California and western Arizona. Warmer' 
weather is expected through most of the South. (AP 
Wirephoto Map) 


More edible servings per 
pound — No excessive fat! 


Guaranteed Tender - Guaranteed Flavorful! 


Why don't you shop. 
Piggly Wiggly this 
week and help keep 
your meat costs as 
low as possible? 


Weather 
elsewhere 


By 
THE 


PIGGLY WIGGLY 


Albany 
Albu'que 
Amarillo 
Anchorage 
Asheville 
Atlanta 
Birmingham 
Bismarck 
Boise 
Boston 
Brownsville 
Buffalo 
Charleston 
Charlotte 
Chicago 
Cincinnati 
Cleveland 
Denver 
Des 
Moines 


Detroit 
Duluth 
Fairbanks 
Fort 
Worth 


Green 
Bay 


Helena 
Honolulu 
Houston 
Ind'apolis 
Jacks'ville 
Juneau 
Kansas 
City 
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Rock 


Los 
Angeles 


Louisville 
Marquette 
Memphis 
Miami 
Milwaukee 
Mpls-St.P. 
New 
Orleans 


New 
York 


Okla. 
City 


Omaha 
Orlando 
Philad'phia 
Phoenix 
Pittsburgh 
Pt'iand. 
Ore. 
Pfland. 
Me. 


Rapid 
City 


Richmond 
St. 
Louis 


Salt 
Lake 


San 
Diego 


San 
Fran 
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S. Greenville Grange 
plans card party series 


GREENVILLE — The South Green- 


ville Grange will sponsor a "kickofP" 
card party, open to the public, at 8:30 
p.m. Saturday. Mr. and Mrs. Isaac Hart 
are chairmen with Mr. and Mrs. Ken- 
neth Julius, Mr. and Mrs. Herbert 
Wickesberg and Miss May Hart. 


The series of four card parties is in 


charge of Mr. and Mrs. Harold 
Reinders, general chairmen. They are 
scheduled for March 17, March 24, 
March 31 and April 7. There will be 
prizes and lunch each evening with 
grand prizes at the end of the series. 


M 


.03 


40 


68 53 
59 33 
86 69 
47 
63 45 
60 41 
59 37 
36 35 
55 24 
57 50 
66 41 
51 31 
65 54 
56 46 


rn 


cdy 
rn 


cdy 


rn 


cdy 
clr 
cdy 
cdy 
cdy 
clr 


45 
.11 


cdy 
cdy 
clr 


.07 cdy 
.18 clr 


cdy 


.33 clr 


clr 


.01 cdy 


Cdy 
cdy 


.04 
rn 


.31 clr_ 


. . . one o' the troubles with a 


democracy like ours is thet mos' 
people vote fer a man fer the wrong 
reasons. 


COME TO OUR 
CEILING CLINIC 


LEARN HOW TO INSTALL 


AN ARMSTRONG CHANDELIER* CEILING, 


USING THE NEW INTEGRID"" INSTALLATION SYSTEM 


\\ 


\\ 


CLINIC AT 
LIEBER'S 


APPLETON 


Home Center Only 


1924 W. College Ave. 


Demonstrations: 


FRIDAY 


4:00 P.M. and 


7:OO P.M. 


SATURDAY 


10:00 A.M. 


Chandelier Cei/ing suspended from Jntegrid's hidden grid 


COME SEE! 


LEARN! 


Lieber's Appleton Home Center 


We're having a ceiling clinic to in- 
troduce a new, easier way to install 
Chandelier Ceilings — using the In- 
tegrid system by Armstrong. You are 
invited to come, without any obliga- 
tion to buy, and see a demonstration, 
showing step by step how to do it. 
Suspended below obstructions or 
tight to your old ceiling, Integrid 
solves all your ceiling problems beau- 
tifully, because you can't see its metal 
grid. And since the big r X 4' Chan- 
delier tiles have no bevels, seams 
virtually disappear, creating a contin- 
uous walJ-to-walJ pattern. 


Chandelier Ceilings eliminate the bevels between tiles 


Vital statistics 


Deaths 


Mrs. Stanley G. Wilson, 56, 328 S.- 


Pierce St., Appleton. 


Mrs. Fannie King, 74, Oneida. 
Gustave Boelter, 80, Manawa. 


Deaths elsewhere 


Mrs. Sewell Carter, 68, Green Bay, 


formerly of Waupaca. 


Mrs. Rosalia Birkholz, 72, Jefferson, 


formerly of Chilton. 


George C. Witthuhn, 89, Green Bay, 


formerly of Seymour. 


Births 
St. Elizabeth 


Twin daughters to Mr. and Mrs. Jack 


G. Peotter, 1651 Plank Road, Menasha. 


Sons to: 
Mr. and Mrs. Robert Schultz, 356 


Mark Court, Neenah. 


Mr. and Mrs. Cyrus Wurster, 1512 S. 


Walden Ave., Appleton.. 


Daughters to: 
Mr. and Mrs. Eugene Peerenboom, 


111 Darboy Road, Combined Locks. 


Mr. and Mrs. Stephen Paul. 913 Gay 


Drive, Neenah. 


Mr. and Mrs. John Hallock, 1312 S. 


Jackson St., Appleton. 


Mr. and Mrs. Kenneth Van Eperen, 


502 E. 20th St., Kaukauna. 


Theda Clark 


Sons to: 
Mr. and Mrs. Thomas Jandourek, 


1025 Oxford Court, Neenah. 


Mr. and Mrs. David C. Reichard, 1041 


Oxford Court, Neenah. 


Mr. and Mrs. Dale Whitney, 234 


Lorraine Ave., Neenah. 


Clintonville Community 


Son to Mr. and Mrs. Charles Herb, 


route l.Bonduel. 


i 


Calumet Memorial 


Son to Mr. and Mrs. Ronald Lepisto, 


HOSTerrance Drive, Kiel., 


Birth elsewhere 


Daughter to Mr. and Mrs. David 


Kiecker, Cedarburg. Grandparents are 
Mr. and Mrs. George Kiecker, 419 E. 
Pacific St., Appleton. and Mr. and Mrs. 
Walter Zastrow, Oconomowoc.< 


Westside students 
set for music program 


KIMBERLY —Fourth, fifth and sixth 


graders at Westside Elementary School 
will present 
a program, 
"Musica- 


Americana", at 7:30 p.m. Monday in the 
school gymnasium. 


The program will correlate songs, art, 


dance and poetry of the Americans 
with the social studies program and will 
be directed by Miss Pat Netz. Grade 
four students will sing songs of Wis- 
consin, grade five songs of the United 
States and grade six music Central 
America. 


Art 
Instructor 
Miss 
Kathleen 


Welhouse is responsible for art work 
and Mrs. Jane Karl is in charge of 
tumbling and square dances. Social 
studies teachers worked with children 
in preparing the program which will be 
open to parents and friends. 


AH iiems may 
at all siationsiores. 


COUPON 


SALE! 


limited to quantities available. 
U»iii rignt reserved. 
PRICES GOOD 
MARCH8THTHRU 
MARCH 12TH, 1973 


Holiday COUPON 


DISPOZABLE 


LIGHTER 


Handy, dependable lighter lasts for 


| 
thousands of fights! 
REG. TJcWTK 
COUPON 


99c / / 
LIMIT 1 


CM< tin mtt» 12. im ti «n iWMtr SUMWUTM. 


Holiday COUPON 


VILLAGE CANDY 


Jelly Beans 1Ooz.. Spearmint Leaves 
12'/7-oZ-. Orange Slices 13VVoz.. 
Spice Drops 12'A-oz., Dinner Mints TVz- 
02., Circus PeamKs SVi-oz. 


REG. 
2«e 19 


WITH COUPON 


LIMIT Z 


PKG. 


BtM nn «M» 12. liTJ it 41 tUUtj StriMtira. 


Holiday COUPON 
Holiday COUPON 


QUAKER STATE 


MOTOR 


OIL 


10W420W 


•40. 60. 75 & 100 wan 
bubs. Limit 4 bulbs. 


C 
KEG. 
2/tte 


WITH COUPON 


CM< on Mint 12.1173 « >n (MOtn twmumc. 


wrm COUPON 


CM< Un MM* 12, 117? it rtl MMn 


BUBBLE 


BATH 


WINDSHIELD 


WASHER 


FLUID 
1/2 gallon concentrated 
!otmu!a.UMITl. 
1 gallon pre-mixed solu- 
tion. UM1T1 


SM an MMk 12. im * «a MdUn souxann. 


SPARK 
PLUGS 
BATTERIES 


AC or Ainotae m sets 
S OPT B. Slandwa lype only 
flashlights ana radios 


Soot an Wrfli 1Z, 1173 «1 all Hrtlfcr toMttomm 
m 
gS 
VT 
rg«t»»c5inm«Tt»'!j,-i(Tj«i,i! Hotter ta 


Jnfegrid system conceals the grid runners 


Keep » spare hanOy lot your 
torches «nfl camptfij uqutp- 
Tnerlt, 


Holiday COUPON 


BABY PANTS ft 
i i~^- 
2^ /Ji/ 
\ 
Package •& * son 


3^1 
Z 
^fi-* 
LIMIT 1 PKG. 


ta 
4 « 1QC 


7^ 
««.4/»fc " 
IW 


1^ 


417 NO. MAIN ST. 


NEENAH, WIS. 


.lN.EWSPA.PERr 
SlEWS.PAPE.Rr 


Barbara Co/eman new sfafe lobbyist 
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/ MADISON, Wis. (AP) — Barbara 
Coleman, 37, a researcher for 
documentary films in Washington, 
D.C., has been hired as the state's of- 
ficial lobbyist in the nation's capital. 


About 30 persons had applied for the 


job, which pays at least $20,800. The 


post was created by the legislature to 
improve Wisconsin's efforts to obtain 
government financial aids. 


Miss Coleman was a writer for Gug- 


genheim Productions of Washington, 
which handled advertising for Gov. 
Patrick J. Lucey's 1970 campaign. 


With 


You Can 
Repair 


Police & 
fire beat 


An estimated $50 tc $75 in change 


was reported taken over the weekend 
from a till at Bargain City, 1930 W. 
College Ave. Police said there was no 
indication of forced entry into the 
building. 


Julie R. Schwemin, 5, 1124 Oxford 


Court, Neenah, received a bloody nose 
in a two-car accident at the intersection 
of U.S. 10 and Outagamie County 
Trunk A, Town of Grand Chute, about 4 
p.m. Tuesday. 


She was a passenger in a car driven 


by her mother Nancy, 30, which police 
said was stopped in the westbound lane 
of 10 preparing to turn left when it was 
struck from the rear by the second 
auto, driven by Gregory B. Hanks, 18, 
2228 N. Bay St., Appleton. 


WOVEN POLYESTER 


TROUSERS, JUST 


Hard to believe purclwse! 
The most with-it pants in the 
most wanted spring fabric for 
just 8J99. That's Robert Hall 
value! Pick the super-fit twill 
with wide tunnel belt loops. 
Or... the pocketed trouser, 
contour waist look. Both 
wide and cuffed. Every 
right-on color! Sizes 8-18. 


OPEN SUNDAYS to 6 P.M. 


APPLETON 


W**t CoN»g* Av*. Extension 
(St. 125) % MHe Eost of Rt. 41 


OSHKOSH-1571 RiponRood 


"<u 
vc 
If 


#311-2 ABCDFG 


APPLiTON BlusmoOnd and W, College Ave. • OPEN Weekdays 9;30 to 10 • OPEN Sundays 10 to 6 


RWSPA.PERJ 


Courthouse to get 
bell system security 


An Outagamie County Board com- 


mittee took steps Wednesday to 
improve courthouse security and begin 
the office space-shuffle made possible 
by completion of the new safety build- 
ing, 


The board's building and property 


committee authorized County Execu- 
tive Alvin Woehler to install a bell 
system that will give a custodian con- 
trol of entry to the courthouse at night. 


Woehler also won initial approval of 


early stages of plans he presented for 
relocating various offices. 


Appleton Supv. Charles Wussow 


sharply questioned both proposals and 
persuaded the committee to stop short 
of giving Woehler all the authority he 
sought for the office renovation and 
relocation plans. 


Wussow cited the law that requires 


offering any project for bids if it costs 
more than $1,000. Woehler was backed 
by Corporation Counsel William Schuh 
in stating that none of the individual 
stages in the renovation program will 
exceed that sum, so doing it with 
county personnel is legal. 


Wussow said that depends on 


whether the work is viewed as separate 
projects or a single job. 


He persuaded the committee to put 


off a vote on a key element in Woehler's 
plan, establishing a data processing 
center in the basement of the new 
safety building, with electronic data 
handling gear in a central 
office 


surrounded by offices that use the 
equipment. 


But Woehler won approval of his 


own recommendation to seek bids for 
the first stage of the project. He will 
offer contractors the job of cutting a 
doorway between the basements of the 
safety building and annex. He said the 
entrance was omitted by oversight 
when the safety building was designed. 
The cost is estimated at $3,500 or more. 


The committee also authorized 


Woehler to: 


—Have county maintenance workers 


build a temporary hallway including 
partitions and ceiling through the 
register of deeds' office, to provide 
direct access between 
the" main 


courthouse^and the safety building. 
Woehler 
said 
there 
have 
been 


numerous complaints from persons 
who are told they must go outside the 
main building to reach the safety 
building, and from the register of deeds, 
Dominic Peeters, that traffic through 
his office disrupts work. 


—Proceed with plans to renovate the 


former sheriffs offices in the annex to 
accommodate the agricultural exten- 
sion staff. 


—Cut a doorway and make other 


arrangements to move some social ser- 
vices department offices into a portion 
of the Wisconsin Department of Taxa- 
tion offices in the annex. The state 
agency is consolidating its offices to 
give the county about 2,500 square feet 
of room, Woehler said. 


—Take bids to renovate Branch 3 


county courtroom space and related 
offices on the second floor of the old 
courthouse. 


Wussow also objected 
to the 


courthouse security system proposed 


by Woehler. It will involve locking 
doors at night and assigning a custodial 
worker to answer a bell and let in 
citizens and officials for meetings and 
see that no unauthorized personnel 
remain in the building afterward. 


Wussow argued against the system 


because it won't provide "lead-pipe 
cinch security." Someone can still 
smash open a window or door to gain 
entry, he argued. 


Woehler persuaded the committee to 


let him order the doorbell installed 
anyway, in the belief that officials can 
"grow with", the system, adding 
refinements later if necessary. 


Wussow objected to any system that 


would restrict access of the public to 
official meetings of county legislative 
bodies. 
MIA . . . 


Continued From Page 1 


His parents had initially at- 


tempted to. send Christmas gifts 
and letters to North Vietnam, but 
all were returned with no answer. 


"My parents have really taken it 


hard," he said. "It's aged them 15 or 
20 years." 


His sister also has attemped to 


make contact through the National 
League of Families of POWs and 
MIAs. 


James Edmunds' wife said the 


waiting and not knowing is the 
worst part. "I think that if we had 
known four years ago that he had 
been killed," she said, "we could 
have dealt with it. It's always frus- 
trating, it's always on your mind. 
You don't know." 


Edmunds said the Air Force had 


been very considerate of his 
parents, visiting them in person or 
contacting them constantly to 
reassure them that the search is 
continuing. The Air Force has said 
it will find out what happened to 
Robert, he added. 


Edmunds estimated there were 


1,200 to 1,300 MIAs at the present 
time. 


There are a lot of people thinking 


about Robert Edmunds, including 
probably more than 50,000 in Rich- 
mond who are wearing bracelets 
with his name on it. James and his 
wife, 
and 
probably 
others 


throughout the country, also are 
wearing the bracelets. 


His parents have received letters 


from California and West Virginia 
(where a 6-year-old wrote to 
Robert at his parents' address). 
They said they were hoping with 
the Edmunds. 


James Edmunds and his wife 


don't talk about whether they will 
take off their bracelets — if Robert 
isn't found. 


Edmunds said one consolation 


was that his brother was extremely 
happy to be flying — a field he 
-Intended to pursue when returning 
from Vietnam. He told James the 
night before he left for Vietnam to 
remember that he would be doing 
what he wanted most. 


Worst is over 
Continued From Page 1 


"^ gate, but knew it had to open the 
•- 
second to accommodate the additional 


~ flow that was resulting from upstream 
~. Saxeville opening the last of its gates 
,- early Wednesday morning. The Poy 
— Sippi gate was dynamited about 10:30 
:"" a.m., and ice in the river also was 
_•- blasted. 
?! 
Nelson said the Pine was the highest 


-, 
it had ever been, and although it flowed 


^ through the center of the village, it 


hadn't threatened the residents. The 
concern was. that the dams might be 
washed out. he said. 


Poy Sippi is about three miles west of 


Lake Poygan, which the Pine feeds, and 
there are no communities between the 
lake and village. 


The blaated gate, about a 15 by 15 


foot wooden structure, will be repaired 


• when flood conditions subside, Nelson 
"- said. 
" 
He said the Pine was down about a 


- foot this morning, back to near normal. 


Volunteers had assisted authorities in 
the village to sandbag the river banks 
when the river xvas rising to its crest, 


- 
and Saxeville and Poy Sippi officials 


'- were in contact to coordinate their 


efforts. 


Nelson noted a number of small 


bridges and minor roads were impassa- 
ble in the area Wednesday, and that 
some apparently still were not usable. 


The Clintonville flooding reached a 


crisis Wednesday as Mayor Frank 
Sinkewicz declared a state of emer- 
gency about 10a.m. He said the brll«j"p 
of high water conditions on the Pigeon 
began about 3 a.m. Wednesday and 
peaked about 3 p.m., holding that peak 
until early in the evening. 


Local authorities, as well as Corps 


and county emergency government 
officials, worked to manage the crisis. 


1 Members of the police department, the 
- fire department and the local US. Army 


National Guard unit worked together 
with .city employes and volunteers to 
save the dam on the Pigeon. 


The Corps provided over 2,000 sand- 


bags, which were picked up in 


- 
Kaukauna, and heavy equipment was 
used to break huge ice chucks above 
the dam. 


Early Wednesday afternoon, a hugh 


portion of the sidewalk and highway 
(ILS. 45-State 22) south of the Eighth 
Street intersection caved in, leaving a 
hole of over 40 by 20 feet. The cave-in 
was caused by water pressure in flood- 
ed basements of residences. 


Kermit Lyons, water department 


superintendent, was nearly caught in 
the cave-in, it was reported. 


A preliminary damage list provided 


by Sinkewicz included the dam, 
parking areas, the foot bridge, the 
cax-ed-in area on Main Street, a 
washout on W. First Street and 
Waupaca Street. 


In Waupaca, the dilapidated Fallgat- 


ter dam had been pushed out by ice 


floes and debris, and motorists near the 
area were cautioned by police. 


The water on Outagamie County 


Trunk XX between 
the 
bridge 


northeast of Bear Creek and the village 
was reported about knee-deep. 


Are you as successful 


as you would like to be? 


• If you continue to progress at the 
same rate for the next five years 
as you have for the past five 
years, would you be satisfied with 
yourself? 


• Do you begin each day moti- 
vated to do your very best? 


A PROGRAM FOR 


ACHIEVEMENT 


The result-getting, goal-oriented 
program, ACHIEVEMENT DY- 
NAMICS, can provide the answers 
to these questions for you. 


The exciting lessons in 


ACHIEVEMENT DY- 


NAMICS 


include the following: 


How to Develop the Courage to 
Adi 
How to Motivate Yourself 
How fo Motivate Others 
The Power of Enthusiasm 
How to Become a Creative Thinker 
Decisions—How to MaVe Them 
How to Continue to Grow 
The Power of Visualization 
The Power of Affirmations 
Your Success Formula 
How to Overcome Failure 
Developing a Positive Self-image 
The Power of Attitudes 
The Power of Goal-Setting 
The Next Step—Planning 
Overcoming Your Fears 


For 
comp/efe 
Information, 


Call 


725-0438 
731-1084 


10 sessions, Midway Motor lodge, 
beginning March 20,1973, 7p.m. 


D N R . . . 


Continued From Page 1 


make investments of millions of dollars 
and feared the DNR might make rule 
changes that could be costly. 


He also contended in a lengthy 


explanation that the DNR had earlier 
issued a ruling through an examiner 
that contradicted its present intent to 
license the processor. 


Mrs. Walter Jero, Oshkosh, executive 


secretary of the Wisconsin Automobile 
and Truck Salvage Dealers Associa- 
tion, called for salvage dealers to be 
licensed only under the state Depart- 
ment of Transportation, not the DOT 
and the DNR. She also complained that 
the DNR limitation on auto hulk burn- 
ing had hampered disposal of juck cars. 


Cutler noted after the hearing that he 


would be faced with five licenses, 
including ones from the DNR. DOT, 
local municipality, plus a Wisconsin 
Public Service Commission towing 
permit and a used car dealer license. 


In other testimony, officials from 


Manitowoc County and the city of 
Manitowoc urged serious considera- 
tion of incineration. They related 
problems of finding landfill space that 
would be acceptable to town residents. 


Ernst Reinhardt Sr., Sheboygan, who 


operates a landfill park, said he had 
come to the hearing to learn how to 
solve disposal problems, primarily of 
large appliances and trees, under the 
new rales. But he noted that he saw 
others had the same questions and no 
answers, he added. 


The rule changes, after more public 


hearings in other parts of the state this 
month, will be considered by the DNR 
board. DNR officials hope to make the 
change official soon enough so that it 
can be in effect by Oct. 1, 1973. 


Among the changes would be 


increased licensing fees, extended 
licensing to cover recycling facilities, 
stiffer control of landfill monitoring 
-and location, and closer state inspec- 
tion of facilities and operations. 
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saw the secret meetings, which were 
not previously announced, as "unreal." 


"I just hope something like this never 


happens again," Maloney snapped. 


Appleton architect Richard Peeples 


found it "a little amazing" that none of 
the six local architectural firms were 
given interviews. Had the architects 
known they would be judged only on 
the basis of brochures and written 
proposals, they may have made a 
stronger 
initial 
effort, 
Peeples 


explained. 


In response to an alderman's ques- 


tion, Peeples said local architects were 
not seeking preferential treatment, 
"just treatment." His response drew 
applause from spectators. 


Sutherland drew angry response 


from aldermen Roy Pointer, LeRoy 
Stohlman and Maloney when he asked 
Peeples if he didn't think perhaps he 
was violating the American Institute of 
Architects (A1A) code of ethics by in- 
sisting that the six local architects get 
consideration now. 


Sutherland read from the AIA code 


which states that "an architect shall 
not attempt to obtain, offer to under- 
take or accept a commission for which 
he knows another legally qualified in- 
dividual or firm has been selected or 
employed, until he has evidence that 
the latter's agreement has been ter- 
minated and he gives the latter written 
notice that he is doing so." 


Sutherland, still quoting from the 


-ethics code, said, "an architect shall 
recognize the contribution of others 
engaged in the design and construction 
of the physical environment and shall 
not knowingly make false statements 
about the professional work, or 
maliciously injure or attempt to injure 
the prospects, practice or employment 
position of those so engaged." 


Peeples said the Appleton situation 


necessitated an exception to the rules 
and, besides, there was no ethics viola- 
tion.. Maloney, Stohlman and Pointer 


Clothing store will reopen at Kaukauna 


KAUKAUNA — Berens' Clothing 


Store, 115 E. Second St., which has been 
closed since last fall, will reopen for 
business April 2, according to Peter 
Berens, proprietor. 


The store will carry men's and young 


men's fashion clothing and sportswear 
and formal wear rental. The store is 
owned 
and operated 
by Valley 


Clothiers, Inc., a firm made up of local 
business people including Mr. and Mrs. 
Berens. 


Grand Chute . . . 


Continued From Page 1 


revenues would increase. 


Stevens said the mill rates—for police 


protection, firemen, road building, ad- 
ministration, and other categories- 
could be used as yardsticks -tp better 
calculate the budget. "All it allows us to 
say is this: 'Let's base our budget on 
how much we grow.'" 


Stevens made this budget presenta- 


tion at the request of town chairman 
Ira Livingston. The Town of Mukwa in 
Waupaca County was the first town in 
the state' to adopt mill rate budgeting, 
Stevens said. 


Livingston also suggested several 


changes. He said the board should con- 
sider setting a quarter mill tax to 
finance the to%vn's sanitary landfill. 
This tax would be similar to a user fee, 
because the amount of garbage 
generated by a building is related to its 
size and value. Eventually, Livingston 
said. Grand Chute would have to es- 
tablish its own garbage collections. 


He said that the town board would 


start holding two public meetings a 
month, on the first and third Tuesdays. 
The board meets informally several 
times during a month, but had con- 
ducted only one public meeting. 


ONE WEEK ONLYM 


.& 
_ 
^i 
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Frigidaire 30 ELECTRIC] 
RANGE SALE 


REG. 


RETAIL 
29.95 
FREE! 


REG. 


RETAIL 
29.95 


WITH THE PURCHASE OF ANY 
. 


NEW RANGE BY SAT. MARCH 18TH 


CHROME 10 PC. COOK WARE SET 


WITH HEAVY DUTY STEEL AND TEFLON II 


INCLUDES: 
2QT. COVERED SAUCEPAN 
4 QT. COVERED DUTCH OVEN 
10'/j"SKI[lET 
10" 3-COMPARTMENT SKiaET 
HORS D* OEURVESTRAY 
TID-BITTRAY 
2-SERVING FORKS 


SIMILAR TO PICTURE 


ELECTRIC RANGE 


SELF CLEANING 


OVEN 


95 


Res. 


'309.95 


INCLUDING DELIVERY 


Frigidaire features Cook-Master 
oven control, automatic appii- 


•4 ance outlet, minute timer, 
if clock. In white, avocado, 


»X coppertone, gold, poppy! 


TRADE-IN YOUR 


OLD RANGE 
IT'S WORTH 
MONEY AT 


MIDLAND STORE 
THE 


MIDLAND STORE 


OUTAGAMIE EQUITY 


3011 W. WISCONSIN AVE. 


Open Monday and Friday NHet 7?J 9; Saturday 3-5 - 


charged Sutherland with making un- 
warranted insinuations. 


Frank Danielski, another Appleton 


architect, said the proposed police sta- 
tion design is not so complex that the 
job couldn't be handled locally. He 
compared the selection of a Chicago 
architect to an Appleton physician 
sending a patient to an out-of-state 
doctor for a simple appendectomy. 


Aid. Walter Kalata (2nd), whose mo- 


tion for architect reconsideration 
passed 16-3, wondered if all other 
architects who didn't get interviews 
will now want reconsideration along 
with Appleton firms. 


Aid. Delmar Schwaller (16th), a 


member of the selection panel, said he 
couldn't think of a municipal construc- 
tion project in Appleton over the past 
several years where architects haven't 
been at odds with government and each 
other. He used the recently completed 
Outagamie County jail as an example. 


Aid. Ralph West (20th) found it "very 


unfortunate" that local architects 
"spend more time discrediting the 
architect selected..." than they did 
preparing their proposals for initial 
committee consideration. 


Ellington said that while his com- 


mittee "talked for five hours" about the 
fact that a local firm had not been 
picked and it knew there, was going to 
be criticism, the panel still felt it did 
right. 


Voting for reconsideration were al- 


dermen Kalata, Kaufman, Maloney, 
Stohlman, Thomas 
Kamps, 
Lois 


Mittlestadt, Orval Polzin, Fred Reh- 
feldt, Bruce Stutzman, Alvin Tews, 
Peter Beckley and Orville Strutz. 


Opposing reconsideration were al- 


dermen Errington, Schwaller, West, 
Donald Day and Beverly Wieckert. Ab- 
sent were aldermen Glenn Thompson, 
who was ill, and Judith Winzenz and 
Pointer, who left before the vote. . 
Tile and 


Carpet SALE 


of the Year is NOW IN PROGRESS at 


TILE WORLD CARPETS 


801 W. College Ave., Appleton, 734-2586 


TILE 


ARMSTRONG 


VINYL ASBESTOS 


FLOOR TILE 


12"x12" 


Size 13 
EA. 


MOSAIC 


TILE 


Prepastcd on 


12" x 12" Sheets 


EA. 


PLASTIC 
WALL TILE 


41/4"x41/<" 


Large Selection 3 


EA. 


CERAMIC 
WALL TILE 
Large Stocks on Hand 59 


SQ. 
FT. 


LINOLEUM 


Vinyl Inlaid & Cushion Floor 


Our entire stock of Inlaid at ONE LOW PRICE. Values 
to S9.95 Sq. Yd. Includes Solarian, Montina, Coronslle, 
Santa Cruz, Cushion Flor and Cushion Flor Supreme. 
6'&.lfJ&12'widihs 


$195 
2 


SQ, 
YD. 


CARPET 


CARPET 


REMNANTS 
"All 100%Continuous Filament Nylon. 
• 12' Widths up to 24' in length. 
• Includes Shags, Popcorn, Sculptures. 
VALUES TO *9.9S SQ. YD. 


$O95 
2 SQ. 


YD. 


KITCHEN 


CARPET TILE ?Q 


11" — ion ne^ -rnt •• ^^ 


c 


12" x 12"—REG. 79' 
Ea. While stocks last. 
High quality, level loop. 


EA. 


Rubber Backed 


BATH & 


KITCHEN CARPET $495 


REG. '7.95 SQ. YD. 6 
Colors Beautiful Nylon 
Shag. Use anywhere in 
the Home. 


SQ. 
YD. 


KITCHEN 
CARPET 


AH Qualities now in stock. 


Values up to *7.95 Sq. Yd. AIL AT ONE 
LOW PRICE! All with Heavy foam Rubber 
Back. 


$095 
3 SQ. 


YD. 


ATTENTION CONTRACTORS! 


CARPET 
SELLOUT 


Famous Name Manufacturers such os 
Armstrong, Berwick and others, FHA 
Approved. VALUES TO $9.95 SQ, YD. 
HURRY FOR THIS ONE 


Tile and 


Carpet SAIE 


of the Year is NOW IN PROGRESS at 


TILE WORLD CARPETS 


801 W. College Ave.r Appleton, 734-2586 


Friday open till 8:30 p.m.; daily til) 5 p.m. 


Plenty 
to do 
in area 


" ~ Don't ever coitiplain to Jingo that 
'there's no place to go in these parts 


• jbecause it just isn't so. There are so 


many different things going on that one 
of them is bound to please. There's 
drama. . . there's music. . . there's a 
travel movie and the beautiful com- 
bination of music and drama that's the 
first in Waupaca's excellent Fine Arts 
Festival program. 


' ' They all have one thing in common. 


They all are happening in March. 


_..What's more, they are just a sampling 


of what's going on during the month. 
These don't include the offerings at the 
various art centers and museums, the 
excellent musical, theater and lecture 
programs at nearby college and( 
universities, or available movie fea-' 
tures coming up at theaters. 


'Ireland, begorrah!' 


The Northside Kiwanis Club offers 


another of its travelogues Sunday night 
at Madison Junior High School on the 
subject, "Ireland, Begorrah!" Just in 
time for a St. Pat's Day theme, this 
movie starts at 7:30 p.m. It \vill take the 
audience to see the famous stone near 
Blarney Castle, the lakes of Killarney, 
along the Antrim coast and into tweed 


— county of County Donegal, County 


Clare and Connemara, the latter 
famous for its ponies There will be trips 
to Belfast and Dublin, the cliffs of 
Moher, a colorful gymkhana, the Wa- 
terford glass plant, Shannon's indus- 
trial development, a fashion show and a 
visit to the beautiful Glengariff gar- 
dens. Photographer-narrator Alfred 
Wolff will be on hand to tell the story 
and describe the sights. 


High school first 


Beginning next week Thursday, 


Friday and Saturday (March 22, 23 and 
24 to be exact) the Civil War show 
"Glory Hallelujah" will be produced for 
the very first time on any high school 
stage by special permission Mary Lou 
Lasley and technical man Roger L. 
J2anielson will present students in 
Appleton Theatre West at nightly 8 
o'clock performances at Appleton West 


" Auditorium. This is exciting news and 


Jingo hopes to have more to tell about 
the play, players and crew. 


Chaminade concert 


Then, there's the spring concert of a 


wonderful group of Fox Cities song- 


_s±ers. The Chaminade 
Women's 


Chorus. This year there will be two 
concerts instead of one, both starting at 
8 p.m. in Lawrence Memorial Chapel 
Saturday and Sunday nights, March 24 
and March 25. 


The concert 
program 
sounds 


tremendous and with all members 


TV Scout 
Mowes 
don't get 
any better 


&-11 Channels 2-7 — "The Marcus 


Nelson Murders," on The Thursday 


__Night Movies, is a film as good as any 


you'll see on any screen, big or small. 
Based on a true New York case, it tells 
of the miscarriage of justice following 
the murder to two young women. It's 
three hours long, but the fine acting, 
on-the-spot photography and brilliant 
direction will hold your interest. Telly 
Savalas is the cop who realizes justice 
isn't being served, but your heart will 
go out to Gene Woodbury, as the victim 
of the plot. 


7-8 Channel 5 —The Flip Wilson 


Show features Ruth Buzzie ano>The 
Supremes, plus Burns and Schreiber. 


—- 7-8 Channels 2-7 —On the Waltons, a 
-girl named Sarah (Sissy Spacek), who is 
ZTohn-Boy's (Richard Thomas) girl 
"friend, tastes of life, finds it so exciting 
she can't wait to grow up. So she falls 
for a townie with a fancy car and they 
start to elope. John-Boy tries to save 
her from herslrf. 


7-8 Channel 11 —Some fur robbers 


make a big goof on The Mod Squad — 
they kidnap a girl Line (Clarence 
Williams III) knows. The trail leads all 
the way to a garbage truck, with Pete 
(Michael Cole) the gang's getaway 
driver. 


8-9 Channel 5 — There's a very 


Ingenious bank robbery scheme on 
Ironside, but our hero (Raymond Burr) 
unravels it gradually. For his trouble, 
he's locked in a vault, with poison gas 
pouring in. It's a good story, although 
the solution is somewhat far-fetched. 


8-9 Channels 9-11 —The gentleness 


of Caine (David Carradine) overcomes 
the raw anger of a huge mountain man 
who seems destined to kill or be killed 
on Kung Fu. Jailed together, they es- 
cape in chains with an army trapper 
an Indian on their trail. 


8-9 Channel 38 — An American 


Family the 12-week documentary 
series, continues the story of the 
William C. Loud family of Santa Bar- 
bara, Calif. In tins episode husband Bill, 
just, returned from a business trip, 
spends the night in a motel after learn- 
ing of wife Pat's intentions to file for 
divorce. 


9-Ifl Channel 5 —Jonathan Winters 


drops in on The Dean Martin Show and 
ad libs his way through three sketches 
— he's a hick-town gas station atten- 
dant, a general store owner and the 
-father of one of the Ding-a-Ling Sisters. 


Preview of 
Minneapolis 


Marilyn Home (left) sings the title role of Bizet's "Carmen" in the new 
Metropolitan Opera production to be broadcast live from New York 
Saturday. This will be the same cast which will appear in Minneapolis May 
22 as part of the Met's midwest tour. 


Saturday's 'Carmen' broadcast 
preview of Met midwest tour 


Fox Valley radio listeners will have 


the opportunity to hear the new Me- 
tropolitan Opera production of "Car- 
men" at 1 p.m Saturday. It will be 
broadcast live from New York on sta- 
tion WHKW, the Green Bay affiliate of 
the State Broadcasting Service, 89 3 on 
the FM dial. 


The all-new production of Bizet's 


"Carmen," conceived by the late 
general manager of the Met, Goeran 
Gentele, opened to rave reviews at its 
Lincoln Center premiere last Sep- 
tember The "new" "Carmen" is an 
exciting return to Bizet's original ver- 
sion of an opera which has been 
tinkered with for decades. The Met has 
restored the sung and spoken parts to 
the relationship intended by the com- 
poser when he wrote the work in 1874. 


This "Carmen" is a family affair with 


super-star Marilyn Home in the title 
role and her husband Henry Lewis 


working hard under Director Arvid 
Kramer and accompanist Roland 
Hebeler, (music instructors at Appleton 
High-West and St. Mary School, 
Menasha, respectively) the words and 
their delivery should be as great as the 
musicT Tickets are on sale now at Gim- 
bels, Prange's or from any Chaminade 
member 


Waupaca Festival 


As for the Waupaca Fine Arts Fes- 


tival, Jingo could write fine words 
about it nonstop. In its tenth year, this 
Waupaca County community has done 
great things for Wisconsin m its cul- 
tural program. Three events — includ- 
ing the traditional Arts and Crafts 
Show scheduled for May — are on this 
year's agenda. If Fox Cities people want 
to find out what people in one small city 
_can do together, drive to Waupaca 
Sunday afternoon, March 18, and find 
out. That's the date of the 3 p.m. 
program of the Waupaca Community 
Oratorio Chorus and Waupaca Civic 
Orchestra giving excerpts from all its 
past performances in full voice and 
music. 


Who says there's nothing going on 


around here' Just going to these events 
in March will keep us all busy. Besides, 
being well pleased, thinks Jingo 


conducting. Don Jose will be portrayed 
by tenor James McCracken, and bari- 
tone Tom Krause stars as the flashy 
bullfighter Escamillo. 


This exciting cast will sing the new 


"Carmen" in Minneapolis on Tuesday, 
May 22, as part of the Metropolitan 
Opera's Spring Festival of Grand Opera 
m the Upper Midwest. The Festival 
includes performances of six additional 
operas: 


Verdi's "MacBeth" on May 21, with 


Grace Bumbry, Franco Corelli, Shemll 
Milnes and Giorgio Tozzi; 


Verdi's "Aida" on May 23, with Hana 


Janku in the title role; 


Puccini's "Tosca" on May 24, featur- 


ing Bumbry, Corelh and Tito Gobbi; 


Verdi's "II Trovatore" on May 25, 


starring Lucme Amara, Irene Dalis, 
James McCracken and Robert Merrill; 


Rossini's 'The Barber of Seville" m a 


matinee performance on May 26, with 
rising young soprano Gail Robinson as 
Rosina; 


Donizetti's "Lucia di Lammermoor" 


in an evening performance on May 26, 
concluding the Metropolitan series 
with a soprano Renata Scatto making 
her debut in the title role. 


For further information about the 


operas and ticket order forms call Mrs. 
John Kellogg or Mrs. Johannes Van den 
Akker, both of Appleton. 


Television schedule 


GREEN BAY 


2 - WBAY - CBS 
5 _ WFRV - NBC 
11 - WLUK - ABC 


38-WPNE-PBS 


WAU5AU 


7 - WSAU - CBS 
9 _ WAOW - ABC 


THURSDAY 
P.M. 


4 p.m 


2 5-7 9— News 
11— Dick Von Dyke 
38—340 Rot 


2 i — /viovie 


Midnight 


5— News 


1-40 a. m 


2— Run for Your L-fe 


5— Sale of the Century 
9— Galloping Gourmet 


10 30 a rn. 


27— Love of Life 
5— Holl vwood Sauares 


7 — Love Is o Many 
Splendored Thing 
9 11— General Hosoitol 


2: 30pm 


6 30 p m. 


2—1 ve Got a Secret 
5—Glenn Cass Country 
Music 
7—Bobby Goldsboro 
Show 
9 11—To Tell the Truth 
38—Electric Comoanv 


7p.m. 


27—The Waltons 
5—Flip Wilson 
9—It Takes o Thief 
11—Mod Squad 
38—The Advocates 


8p.m. 


7-7-CBSMov.e 
5—Ironside 
9-n—KungFu 
38—An American Fam 
ily 


?P m 


5—Dean Martin 
9-11—Streets of Son 
Francisco 
38—On Location—The 
Wisconsin Consumer 
ACT 


10p.m. 


5-9 11—News 


1030p.m. 


5—Tonight Show 
9—ABC Wide World ol 
Entertainment 
11—CBS Movie 


11 09pm. 


2 7—News 


11 30pm. 


FRIDAY AM 


6.15a.m. 


2—Sunrise Semester 


6-40 o m 


5—Town & Country 
Time 


6.45o.m 


2—Cheer-Up Time 


7am 


5—Today Show 
7—CBS News 
11—Beaver 


7:30 a m 


2—Flintstones 
11—New Zoo Revue 


8a.m. 


2-7—Captain Kangaroo 
11—Underdog Rocky 


8 300 m 


11—Tennessee Tuxedo 


9o m. 


2—Joker's Wild 
5—Dinah s Place 
7—Romper Room 
9—U S Navy 
11—Green Acres 


9.30a.m. 


2 7—New Price Is Right 
5—Concentration 
9—New Zoo Revue 
11—Phil Donahue 


lOo m. 


2 7—Gambit 


911—Bewitched 


11 a m 


2—Get 2 sether 
5—Jeopardy 
7-Where the Heart Is 
9 11—Password 


n.25o.m. 


7-CBSNews 


ll:300.m. 


2 7—Search for Tomor 
row 
5-flho, What. Where 
Game 
9 11—Split Second 


11.55 a.m 


5-NBCNews 


FRIDAY P.M. 


Noon 


2 7—Noon Show 
5—tVt id-day 
9 11-AII My Children 


12.30 p.m 


5—Three ana Match 
7—As the World Turns 
9-11—Let s Make o Dsol 


1pm 


2 7—Guiding Light 
5—Days of Our Lives 
9 11—Newlywed Game 


1-30 pm 


27—Edge of Nigh! 
5—Doctors 
9 11—Dating Game 


2p.m. 


2—As the World Turns 
5—Another World 


5—Return to Peyton 
Place 
9 11—One Life to Live 


3 p.m 


2-7—The Vm Scully 
Show 
5—Somerset 
9-11—Love, American 
Style 


3.30p m. 


2—Beat the Clock 
5—Movie 
7—Flintstones 
9—Green Acres 
II—Munsters 


4p m 


2—Bonanza 
7—Gilligan s Island 
9—Gomer Pyle 
11—Batman 
38—Misteroger s 


4-30 p m. 


7—Petticoat Junction 
9-Andy Griffith 
11—GomerPyle 
38—Sesame Street 


5 p.m 


2—Gilligan s Island 
5 7—Truth or Conse 
auences 
9 11-ABCNews 


5-30 pm. 


2 7-CBS News 
5—NBC News 
9—Beverly Hillbillies 
n—News 
38—Hodge Podge Lodge 


SNEAK PREVIEW 
TRADE-IN SALE 


$20 


for Your 
Old Mower 


SALE ENDS MARCH 24 


What's Turbo-Vent? 


Ordinary rotary mowers draw air only from underneath the 
deck. Jacobsen engineers designed the Jacobsen Turbo-Vent 
aerodynamic deck with upper vents to draw air in from the top 
too. The Jacobsen stabilized gull-wing cutter bar, operating 
within this Turbo-Vent cutting cjwmber rdth upper and lower 
air flow produces a remarkably efficient grass blade agitating 
action; this results in an improved, smoother-niore even 
cut, 


highly compact bagging action and an under-deck "air suspen- 
sion" system to help prevent clogging - particularity in thick, 
moist gr£ss. 


Model 31902 19" 4-CycIe 


TURBO-VENT MOWER 


$ 


Reg. Jl 24.95 
10495 


with trade 


*20.00 Savings on AH 


Jacobsen Turbo-Vent Mowers!! 
ALL MODELS 


with CATCHERS 


1800S. LaweSf. 


Between Calumet end Fremont 


APPLETON 
Ph. 739-9481 


r1 


iii 
i 
iii 


USE OUR 


LAY-AWAY 


A small payment 


will hold your 
purchase until 


needed in Spring. 
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Harpsichord at Ripon 


RIPON — Pamela Judd, a Ripon 


College senior from Willoughby, Ohio, 
will perform a program of music for 
harpsichord Saturday at 7:30 p.m. in 
Demmer Recital Hall of the College's 
Rodman Center for the Arts. 


Her performance, the second of this 


year's student recitals, will consist of 
works by Byrd, Froberger, Rameau, 
Bach, and Scarlatti. 


Miss Judd came to Ripon as a junior, 


after studying at the Cleveland Insti- 
tute of Music with Donald Spies, now a 
faculty member at Ripon. She has won 
several awards, including the Psota 
Music Award, the highest offered by 
the College music department. She is a 
soloist with the College Orchestra and 
has performed contmuo parts in Han- 
del's "Messiah" and Bach's "Mag- 
nificat". 


A departmental teaching assistant 


for two years, she is also studying for 
teacher's certification m elementary 
education 


• •• Office Op«ni *t tl 44 • M - f P«»t A W*«h 
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CLASSMATES 


SHE WALKS, SHE TALKS, SHE 


CINEMA 1 


"One of the most outspoken, 
outrageous, and image-shattering 
film experiences in years." 
—PETER r RAVERS 
Rttder"s Digast (Edu Ed) 


NOW 
WEEKDAYS&SAT 


7 p.m & 9p.m. 


BARER A STREI SAND 


VIKINC 
NEENAH 


PHONE 732 3" 3 


WALT DISNEY 


Productions' 


OPEN 
6P.M. 


NOMINATED FOR 


7 ACADEMY AWARDS 


GENE HACKMAN 
STEUA STEVENS 


3rd WEEK 
7.00 & 9:15 


You name it... 


they're ready for it! 


OFFICE 


GIRLS 


IN VIVID COLOR 


"= KAPIN FIELD 6MELY REUEP P. GLEMNrrz 


A candid expose' of the 
"extra-curricular;.,, 
, 
activities at the oifiCe! 
X FOR ADULTS ONLY, 


We Will Give You 


TRADE-IN ALLOWANCE on This Curtis Matties 


COLOR TV 


STEREO*AM/FM RADIO 


Color Co-nbmo'io-i, it m lengrti with 19 
incH diogonol picture tube, A«»ed Eecord 
danger ond Powe-'ul AM/=M Sod.o wr4i 
Urge Soeokera o-d Heavy Cabinet for Full 
Stereo Sou-id 


WHILE THEY LAST MATHES 


aosEour a 1972MODELS 


YEAR PICTURE TUBE 


WARRANTY 


Ave.tafalv O"ilr on C»fVi Maih/-i 


• Up 'o 36 Mc.nlf>i to Pay1 * No Money Down • Buy Now 3, 


rUUY GUARANTIED 


DEUVIRY 


SET-UP 


TRUDELl/S 


Valley Fair 


Shopping Center 


Open '1*1 9.00 P.M. Nightly, Sat. 10 to 5 P M. 


Sales Tel 734-7138 - Service TcT. 733-7505 


Carmichael 
STEVE CANYON 
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I SURE GET 
op POIM& 


WHAT DO YOU THINK 


OF P££T£NDIN6TO 


IT MAY 
THE REPBIRP- 
AND WE CAN 
SPOT HER. ON 
THE 


...SHE WILL PROBABLY 
WAIT UNTIL WE LAND 


TO 2£FU£L 
/WAKE THE RSFUELIN6 


^TOP-THEN 60 UP 
AC5AIN AT ONCE? 


IF THE PROFESSOR 
IS GOIN6 TO 
A RUN FOR THE MINE 


ENTRANCE FROM HER. 


HIDING PLACE 


By MILTON CANIFF 


SENSE, V PERHAPS...BUT IT WAS. 


CAPTAIN.' PIP YOU \ THINKING ABOUT MUNICH 
LEARN THESE TRICKsl THAT KEPT U5 FROM FOR- 


DURINS THE SIX- / 
r SETTlNe THEM.1 


PAY WAR.? 


Yesterday's Answer 


KERRY DRAKE 
By ALFRED ANDRIOLA 


WH-WHOARE 
YOJ?..VYHATPO 


YOU WANT? 


IN MY TRADE 
DON'T GO AROUND 
INTRODUCING OUR 


LADY/ 


HE MUST HAVE THOUGHT 
YOU WOULDN'T MIND, MR. 
SMITH / WE'VE TRAPEP 
SO TED BYRNE ASKED 
YOU TO WORK IN HIS 
PLACE TODAY, BOB? 
HE DIPN'T MENTION 


OFF BEFORE 


12. Emissary 
16. Nigh 
22. Away 


from 
(prefix) 


23. Further- 


more 


24. Accuse 
25. In this 
26. Swallow 
28. Anchored 


30. Setting 
32. Venerate 
33. Continue 


a sub- 
scription 


36. "Luck" 


of 
the 
Irish 


38. Medit. 


fortress 
(abbr.) 


HAZEL 


PHANTOM 
Bv FALK and BARRY 


TT 


YOU WRESTLED WITH THE ROBBER— 
YOUR SUN WENT OFF- 
"MAYBE" 


THE BULLET HIT >t>UR PARTNER 


THAT ROBBER—IS HE THE ONE 
WITH THE LOOT- THAT YOU 


CHASEP BUT DIDN'T CATCH? 


'I THOUGHT I KNOCKED HIM 
OUT - WHEN 1 7URNEP— H£ 
JUMPED UP. " . 


SIR. DO VOU 
THIS* TLET 
THE ROBBER 


ESCAPE? 


IVAISCY 
B> ERiME BLSHMILLER 


•Here for the recall?" 


REMEMBER, WE'RE EQUAL 
PARTNERS IN THIS SKI LIFT 


BUSINESS 


SHE CALLS 


THIS 
EQUAL 


PARTNERS 


by THOMAS JOSEPH 


ACROSS 
40. Power 


1. Foolish 
source 


5. Oriental 
41. Father 


tea 
42. Founds- 


8. Fragrance 
tion 


9. Scamp 
43. Ragout 


13. Word 


with 
DOWN 


silver or 
1. Endow 


china 
2. Turkish 


14. Make 
city 


yourself 
3. Yours — 


— 
(easily 


(2wds.) 
had) 


15. Concordat 
(3wds.) 


17. Mrs Arm- 
4. Up a — 


strong- 
5. Volcanic 


Jones 
depres- 


18. Cheer 
sion 


leader's 
6. Abhorred 


yell 
7. Powdered 


19. Moslem 
lava 


Easter 
10. Chow call 


20. Eventful 
(4wds.) 


years 
11. Punish by 


21. Biblical 
fine 


region 


23. Diplo- 


matic trait 


24. Preside 


over 


26. Gift 


getter 


27. Dame 


Myra — 


28. Frame of 


mind 


29. Noachian 


handi- 
work 


30. Bit's mom 
31. Civil War 


org. 


34. Portu- 


guese 
coin 


35. Admit 
37. Fred's 


dancing 
partner 


39. Harrow's 


rival 


DAILY CRYPTOQUOTE - Here's how to work it: 


A X Y D L B A A X R 


i s L O N G F E L L O W 


CRYPTOQUOTES 


V W I Y A X S B S G O 
N A C I S W Y B 
X F V X 


W S I S G Y 
W S B U C G X Y G X 
H F S U F 
Q V T Y B 


N Y C N J Y 
B X A S I Y 
X C 
S Q N A C I Y 
XFYSA 


25 


27 


29 


S7 


21 
22 


16 


25 


59 


Y U C G C Q S U 
Z E X J Y A 


B X V X E B . - A V J N F 


Yesterday's Cryptoquote: LIFE IS WORTH LIVING, BUT 


ONLY IF WE AVOID THE AMUSEMENTS OF GROWN-UPS. 
-ROBERT LYND 


PEANUTS 


CITIZEN SMITH 
By Dave Gerard 


B.C. 
By JOHINiVY HART 


WHAf 


NOPE. 


UKITE A LETTED 
RECQMMENPINS W 


/FOK'NEBHKJRHOOD 


WHEN DIP VOU EVER SAV 


ANVTHIN6 NICE 
ABOUT BEETHOViEN? 


I NEVER KNQJ THAT 


6EETHOVEN 03ANTEP TO 3E 
'NflSHWRHOOP POSOf THE^Af 


THE WIZARD OF ID 
Bv PARKER and H4RT RIVETS 
B> GEORGE SIXTA 


"I suppose you're aware that's an illegal gun — a 


SATURDAY NIGHT SPECIAL!" 


Young hobby club 


Picture flags need 
stone base 
BLONDIE 


BY CAPPY DICK 


A row of miniature picture 


flags can be an eye-catching 
display for your desk at 
home Figure 1 shows -what 
such a flag will look like. 


They are easy to make. 


From travel folders, post- 


A row of four or five of 


these little flags will be a fine 
example of your handicraft 
skill and is bound to attract 
the admiring attention of 
your visitors If anyone wants 
to examine a flag, be sure to 
tell him to lift it by the stone 
base to avoid the risk of the 
stone's weight pulling the 
staff off the base 


Mothers, fathers, grand- 


parents! If you are planning a 
party for the children and 
need new ideas to entertain 
them. \ ou'll find 45 good ones 
in Cappy Dick's "Birthda}- 
Party Stunts" booklet. To get 
a copy, send 50 cents in coin 
and a stamped, self-addressed 
envelope to Cappy Dick 
Booklets P. O. Box 42577. 
E-vergreen Park. Ill . 60642 


Tomorrow: directions for 


making a memo photo frame. 


BIGGEST! I according 


By CHICK YOUNG 


t LOST MY 
WALLET— 


A 


WANT AP AMD 
OFFER A 


A *JEW Sl^&CX SUIT 


TODAY A*JD 


SGOIWd 
U3IOUS. TOOTSIE 


/—* 
T->=5>£'S J—v 


( JUSTOME TWINS ) 
( -oa-'OU TO DO. \ 
\ 
- 


TM= M1MUTE ^"-1 


HE COV.HS MOVIE, ) 
START C3YIMG y 


">) 


il"> ' AND THEM 


UNTTIL. 


BEETLE BAILEY 
By MORT WALKER 


VOU FOUND !T! 


GOOD DOG/ 
I'LL REWARD you 
.WITH A DOG 


BISCUIT— 


owe DOG BISCUIT- 
SOME REWARD../ 
HIS WANT AD WOULDN'T 
HAVE PULLED MANY 
REPLIES... 


Stone bases 


cards, magazines and similar 
sources dip small pictures, or 
parts of pictures Glue one on 
each side of a piece of cons- 
truction paper. 


Make a flag staff out of a 


soda straw Sin the straw 
near one end and insert the 
picture flag Split the other 
end jnto three or four short 
strips Bend them outward 
(see Figure 2) and glue them 
to a small, flat sto'ne that will 
sen e as a base 


Glue-a piece of gre^-n felt to 


the bottom of the stone to 
prevent it from scratching 
ihe top of your desk or an> 
other surface on which \ ou 
place the flags. Glue a small 
iwft of colored yarn mio the 
top end of the straw as a 
finishing touch. 


GUINNESS 


Longest 
Animal: 
The 


longest animal ever recorded 
is the lelKfish or coeJenterale 
(Cjdned arctica), which 
inhabits 
the 
northwest 


Atlantic 
Ocean 
One 


specimen washed up on the 
coast of Massachusetts c 
]&70 had a hell 7 
1/ 
2 feel in 


diameter 
and 
tentacles 


measuring 120 feet, thus giv- 
ing d theoretical tentacular 
span of some 245 feel 


Loudest Noise: The loudest 


noise created in a laboratory 
is 210 decibels or 400,000 
acoustic watts reported by 
NASA in the U.S in October, 
3965 Holes can be bored in 
solid material by this means 


DENNIS THE MENACE 
5 ' 


By HANK KETCHAM 


STEVE ROPER 
Bj SAUNDERS and OVERGARD 


T003AD ABOUT 7HO£t 


£T£V£/- 


SELDOM £V£R PICK 
UP A f ITCH- 


SETTER MAKE 
THAT "W£V£f?, 


MIKE/; 


CHICK TV&E PEOPLE 
6IWE AilFTWWA 
THEM TO A 
IfTTif CK/CK 


] HAT£ TO PAi5 UP A WKEK, MltCE' J Y/W, Wilt.' Ill 
1?£M£M3rUlW(5 HOWJ U5£P TO> WATCH MY 5T£R< 
THUMB MY WAY HOME f ROM T::60rTA 6ET RfJll IN6, 


.'- BUT, S£#D« 
— 


TOE 


3*8 


.FWSFAPFRl 


THE Post-Crescent 


The economic dilemma 


The bearish state of the stock market in this country and the 


continued run on the dollar abroad are both facets of the same 
economic dilemma. The basic question is whether the United 
States Government is capable of controlling inflation in this 
country. 


The Nixon administration has tried three successive methods 


of controlling inflation. We are now in Phase III, the jawboning 
phase. But there are dangerous implications on the horizon that 
all of these efforts may fail. 


Food prices continue to rise dramatically. The government 


admits they will continue to do so for the first six months of this 
year, although a moderation in the second half is also forecast. 


Negotiations to arrive at new labor contracts in some of the 


nation's major basic industries are on the immediate horizon. 
The wage settlements reached therein will have a major impact 
on the price structure. Most food items, for example, are 
transported in trucks, and the Teamsters' contract with the 
nation's truckers is one which comes up shortly. 


Prices on the stock exchanges and particularly in the over- 


the-counter market reflect the doubt in the mind of investors 
over the future course of the economy. To a great extent the 
average individual invester is "out of the market," preferring to 
put his cash into savings accounts or short-term bonds. 


No sooner had President Nixon declared that there would be 


no further devaluation of the dollar than the selling of dollars on 
European foreign exchange markets escalated. After one day of 
supporting the dollar with their own currencies, Common 
Market nations closed the exchange market for a week. They are 
meeting in emergency session to discuss the crisis, but they are 
principally concerned about what to do with their own curren- 
cies within the Common Market. They say it is up to the United 
States to support the dollar. 


We face the anomaly that business is good, employment is 


high, the Vietnamese war is over and yet many people at home 
and abroad lack confidence in the future of our economy. 
President Nixon faces a greater crisis in confidence in his second 
term than he did in his first. 


John Wyngaard 


Thursday, March 8,1973 
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Nixon puts Lucey budget on spot 


MADISON — When Gov. Patrick Lucey 


journeyed to Washington for his jawboning 
with Nixon administration men about the 
withdrawal of some federal aid to the state and 
the effect of such retrenchment on his state 
government financing plan, his hands were 
tied, if such a mixture of metaphors is par- 
donable. 


Perhaps nobody in the state Capitol was 


really surprised, therefore, when he later said 
he got a cordial reception at the White House 
but literally no assurance that there will be any 
withdrawal from the earlier Nixon position of 
reducing a variety of domestic expenditures. 


The governor had announced his mission 


with a somber statement from Madison earlier 
that the effect of the federal funding retrench- 
ment would be a $76 million loss to Wisconsin 
state-sponsored services during the biennium, 
or the equivalent of the money that he had 
thought was gained in the state's share of the 
new federal block revenue sharing. 
' 


Setback not critical 


The setback is not critical, although the wave 


of agitated mourning from some of the agencies 
affected was predictable. State revenue pros- 
pects remain highly favorable. What the Nixon 
cutbacks mean, if anything, is that Lucey will 
now be required to resolve whether the value of 
such federally aided programs is sufficiently 


demonstrable to use some of the state's own 
surplus funds. 


And that is precisely why some of the 


beneficiary programs and agencies and their 
employes and officers are so anxiously res- 
ponding to the news from Washington. 


The governor is not likely to be willing to 


diminish his own scheduled disposition of the 
state treasury's lush revenues during the next 
two years to salvage the threatened federal aid 
services and benefits. 


For one reason, he cannot graciously do so 


within the chosen posture of "austerity" and 
"productivity" that he has so carefully 
designed as the theme for the critical second 
half of his first year term. 


For another, he cannot do so without 


repudiating what he said about the Nixon 
posture earlier in a public position paper which 
he may very well now regard as incautiously 
phrased, but which is on the record 
nevertheless and will be impossible to rescind. 


In the Lucey "State of the State Message," as 


the executive officer named the first formal 
address of a governor to a new legislature, 
Lucey appeared to justify his own posture of 
tough money control at the state level and to 
sympathise with the President, by suggesting 
that both he and the President had decided it 
was time to give the taxpayers a break. 


"The economic constraints which the 


President faces at the federal level are similar to 
those which we have been forced to accept 
within state government," he said as he asked 
the state lawmakers to support his own effort 
to thwart bureaucratic expansionist appetites 
and to concern themselves with the interests of 
the taxpayers. 


There is yet another reason why the gover- 


nor may not quite make a convincing case as he 
files nominal objections in Washington about 
categorical federal aid reductions. 


After two years of exposure to the details of 


state finance, he is as aware as any seasoned 
observer of state operations that the federal aid 
dollar is usually spent more casually, with less 
concern for justification, and less compulsion 
for audit of returns or efficiency 
of 


management, thus the dollar that is extracted 
from the state taxpayer and funneled through 
the state treasury for appropriation by the 
legislature. 


In most federal aid projects that come to 


mind — excepting those that have become 
permanent and are therefore grafted, in effect, 
into the state budget with all of its supervision 
and controls — the theme is "easy come, easy 
go." 


''No fault" glossary 


Chile's problems multiply 


The results of the weekend election in Chile gave no clear-cut 


direction either for or against the Marxist President Salvador 
Allende. It will continue to be difficult if not impossible to 
govern in that country. 


The conservative opposition to Allende, who came to power 


two years ago not in the usual Latin American coup method but 
through national elections, retains control of the legislative 
bodies. Although the conservatives increased their numbers, 
they did not manage the two-third majority they need to 
overrule Allende policies. Thus while they continue to harass, 
they cannot completely prevent his nationalization and 
socialistic programs —at least not legally. What may happen in 
the streets is another matter. The widespread strike of small 
businessmen last fall demonstrated the strength of the opposi- 
tion and the dangers of civil war. 


Allende's major problem is his alienation of the middle class. 


This is typical in any socialist state but Allende has tried, 
perhaps out of necessity, to do it without the dictatorial methods 
used elsewhere. It may not be possible. 


The very wealthy in Chile are surviving, although thousands 


have left the country, with estimates varying between 20,000 
and 100,000. Those that remain possess the important ingredient 
—dollars. This may seem surprising to Americans who have just 
witnessed the devaluation of the currency but inflation in Chile 
was more than 160 per cent last year. 


Meanwhile Allende's policies have been aimed at helping the 


very poor. They obviously knew it by their votes last Su'nday. 
But the middle class — the shopowners, the bus and truck 
company executives and employees, the young professionals — 
are bearing the burden. Not only are they seriously hurt by the 
inflation, they fear that the almost complete prohibition of 
imports wil] prevent their getting the essential spare parts for 
their taxis, farm equipment, back shop machinery, even on the 
thriving black market Whatever nationalization has done to 
increase Chile's take of the profit, it has not increased produc- 
tion. Quite the opposite has happened and the Indian and 
peasant labor is not producing efficiently under the new relaxed 
regulations. Housing is also in extremely short supply. The 
combination of inflation and poor availability of products has 
meant that a car priced on the market a year ago for $1,500 now 
is officially priced at SI 1,000 and in fact can be found only on the 
black market for somewhere around $20,000. 


With the opposition legally unable to impeach him, Allende 


may find a way to appease the middle class Otherwise at this 
juncture it is highly possible that a new nation-wide strike could 
lead to civil war. 


Developments in the state legislature, and notably the clearly 


higher proportion'of favorable witnesses before committees and 
statements of intent from legislative leaders and other members,' 
broadly suggest that Wisconsin is about to abandon or dras- 
tically modify its comparative negligence rule in the adjudica- 
tion of claims for property loss and bodily injury resulting from 
automobile accidents. 


The alternative will be, according to the weight of the political 


commitments being'recorded, a "no fault" system, as it is 
popularly known, such as is already in effect in some other states 
with evidently acceptable results. 


Yet we deduce from a variety of circumstances that these 


terms and others are not yet altogether understood by the 
million and a half motor vehicle owners and more than 2,000,000 
motor vehicle drivers of Wisconsin who are most immediately 
involved, either as culpable or innocent participants in vehicle 
mishaps. 


We present, therefore, with a grateful nod to the house organ 


of the Wisconsin Association of Insurance Agents and one of its 
associate editors who composed it, a hopefully useful glossary of 
words and terms relating to this major topic of legislative 
disputation at Madison. 


No fault. A legal rule under which a motorist is awarded 


damages resulting from accidents (usually by his own insurer) 
without regard to who was at fault. 


Comparative negligence: A statutory liability system in which 


damages are awarded to parties in an accident according to a 
finding on the ratio of their negligence, which is the rule that 
now prevails in the Wisconsin legal code. 


First party coverage: insurance provided by a motorist to 


protect himself only. 


Special damages: specific, measurable, out-of-pocket 


damages such as hospital and medical bills, loss of wages," 
broken glasses, etc. 


General damages: Those which may vary with the individual, 


including pain and suffering, loss of society and companionship, 
disfigurement. 


Threshold: An explicit dollar level that restricts the right of 


the injured party to sue for general damages (pain and suffering) 
until that level of tangible damages such as hospital and medical 
costs has been reached. 


Subrogation: an action, usually between insurance com- 


panies, to collect for damages caused by another company's 
client. 


Bury My Heart at Wounded Knee 


Sydney J. Harris 


Thoughts at large 
offered by Harris 


Can a school system really be said to 


be operating as an "educational" force 
when New York City's will have 1,400 
security guards this year, at a cost of 
$11 million, simply to protect persons 
and property from attack? 


Those who keep on, time after time, 


dutifully supporting "the lesser evil" 
eventually become so blurred of vision 
that they end up supporting the most 
comfortable illusion. 


In J. B. Priestly's new children's book, 


"Snoggle," about a space-ship that 
lands on earth, the author makes the 
fine wry observation that "if creatures 
from some other planet were clever 
enough to be able to pay us a visit, 
they'd probably be clever enough to 
know we weren't worth visiting." 


Reading about the incredible ad- 


vances being made in the relatively- 
new field of genetics, I was amused to 
recall that Gregor Mendel, the father of 
that whole science, not only had no 
university degree, but twice failed to 
pass examinations that would have 
qualified him for a higher position as a 
teacher. 


Nearly 30 years ago, I was hooted 


down as "sacreligious" for proposing in 
this column that cemeteries would 
honor the dead more if they opened 
themselves to the living; now, more and 
more churches are urging that 
cemeteries open their gates to cyclists, 
picnickers, nature walkers, and so on; 
and the National Association of 
Cemeteries concurs in this. 


"Culture" is a word that should be 


used only in an anthropological sense, 
never in an esthetic sense; to speak of 
music, art etc, as "culture" is to label 
oneself uncultured. 


If a genuine sense of your own worth 


has not been implanted in you at an 


A little-known, but disastrous, side 


effect of our population growth is the 
fact that there are more illiterates in the 
world today than 20 years ago; a full 40 
per cent of the world's aduh popula- 
tion is functionally illiterate. 


If medical science succeeds in 


transplanting the human brain, who 
then will be the "real person"—the 
brain inhabiting the body, or the body 
incorporating the brain? 


Kevin Phillips 
How about Nixon 


for president in 76? 


early age, no amount of success in later 
•life can compensate for this lack— 
-which is why the .internally insecure 
can never rest from their Sisyphean 
task of rolling ever-bigger stones up 
ever-steeper hills. 


, What most people resent about a 
person with high verbal skills is neatly 
'diagnosed by Prof. J. Mitchell Morse, in 
his new book, 'The Irrelevant English 
Teacher," when he points out that "the 
most galling thing about a free and 
articulate mind is the unlicensed 
pleasure it takes in its own articulacy." 


Newsmen who are confident they 


won't have Richard Nixon to kick 
around any more after 1976 may be in 
for a rude shock. At least that's the 
hope of a new group called "Citizens for 
Nixon in 1976." They have already 
retained a New York advertising 
agency to mount a "million-dollar 
campaign" drumming up grassroots 
pressure to repeal the Constitution's 
22nd Amendment (limiting Chief 
Executives to two terms) so that the 
President can run again four years from 
now. 


The idea is a good one. Removing the 


limit on Richard Nixon's Presidential 
tenure has a lot to recommend it, 
especially when you think of the ambi- 
tious middleweights now in training for 
the title. For the moment, members of 
"Citizens for Nixon in 1976" still remain 
anonymous, but their agency, PFP Ad- 
vertising, is bubbling over with expec- 
tation of big money and White House 
clearance. 


PFP President Stanley Cohen says, 


"We're hopeful that within a year we'll 
be spending millions of dollars on our 
client's project in radio, TV, news- 
papers, magazines and perhaps even 
billboards." He adds that "contacts 
have been made which indicate that we 
can be in touch with somebody, close to 
the President at the right time." 


Will Nixon speak up? 


Although the White House has not 


taken any public note of the "Citizens 
for Nixon in 1976" operation, Cohen 
admits that that bridge must be crossed 
sooner or later. 


"As this thing develops," he said, 


"we're going to have to have an opinion 
from the President himself. We're going 
to have to have clearance from Attor- 
neys General in every state so we can 
raise money. The President has got to 
say he's not opposed." 


Within three weeks or a month, PFP 


will hold a press conference to reveal 
the names of the men behind "Citizens 
for Nixon in 1976." These men cannot 
be identified now, Cohen says, because 
"until agreement has been reached on 
the proper way of exposing their 
names, identification might do personal 
harm." 


It all sounds too amateurish to 


represent the start of something really 
big. Would the White House tie in with 
an outfit like PFP whose other 
divisional enterprises are: 1) recycling 
used bottles in suburban New Jersey 
and 2) making educational filmstrips on 
venereal disease ("V.D. — Myth or 
Reality?") for Westinghouse Learning 
Corporation? Cohen's talk of "con- 
tacts" with the White House is 
nebulous. But one is forced to 
remember that the White House staff is 
captained by former J. Walter Thomp- 
son advertising executives who cut 
their eye-teeth on sales pitches rather 
than national politics. 


An aye for an aye 


My own feeling is that the 22nd 


Amendment should be repealed, and 
that it would be unfortunate if this 
important debate were begun on a 
hucksterish launching pad. The issue of 
making a President a 3ame duck during 
his second term deserves careful 


analysis. After all, the 22nd Amend-, 
ment was enacted more out of spite 
than logic. Bitter Congressional 
Republicans conceived it in 1947,to 
insure that no future President could 
win four terms as Franklin D. Roosevelt 
did. Now, of course, its the Republicans 
who are toying with repeal while most 
Congressional Democrats are no more 
interested in extending Nixon's tenure 
than Fifth Century Rome was .in 
prolonging the stay of AttilatheHun. 


So long as this attitude prevails, any 


attempt to repeal the 22nd Amendment 
(via another constitutional amend- 
ment) would probably meet with fatal 
resistance in Congress. Nor would it be 
easy to follow the alternative route of 
getting two-thirds of the state legisla- 
tures to call for a Constitutional Con- 
vention. Thus, if the "Citizens for 
Nixon in 1976" are serious, they truly 
will need millions and millions of 
dollars to stir up grassroots support. 
And if the Nixon White House has any 
serious plans afoot, that interest cannot 
remain hidden for long. Repeal will not 
be easy. 


Looking back 


Fire engine, 
hose carts 
on the way 
^ 


100 YEARS AGO 
^ 


Crescent, March 15,1873. 
* 


Potomac 


Fever 


. The new Clapp & Jones Steam Fire 


Engine will doubtless be here sometime 
during the latter part of the month, and. 
by the way, the Chicago & North Wes- 
tern R.R. Co. proposes to do the hand- 
some thing for this city, by transporting 
the apparatus from Chicago to this city 
free, as will be seen in the following 
note to Mayor E. C. Goff: 


C.N.W.R.R. Co., Office Gen'l Supt., 


March '73: My Dear Sin We will trans- 
port, without charge, your new Fire 
Engine and Hose Carts from Chicago to 
Appleton. Very Respectfully, 
M. 


Hughitt, Gen'l Supt. 


25 YEARS AGO 
" 


Thursday, March 4,1948. 


Edgar F. Schmidt, Menasha, speared 


a 122-pound sturgeon Sunday from his 
shanty off Brighton Beach. He had been 
fishing for a total of 61 hours over the 
weekend without sighting a fish when 
the big sturgeon came by. 


Robert Hubbell. Appleton High 


School junior and Heiss oratorical 
winner, was to represent the school in 
the American Legion contest for the 
9th District "The Privileges and Re- 
sponsibilities of an American Citizen" 
was the title of his oration. 


The Misses Carol and Joan Dobers- 


tein, daughters of Mr. and Mrs. 
Clarence Doberstein, Stroebe's Island, • 
presented a dance program at a party at 
the City Home. The event was spon- 
sored by Women of the Moose. 


10 YEARS AGO 
Thursday, March 7,1963. 


Shirley "-Butch" Helser recorded the 


lighted and the people are turned off. 


It's rumored that Meany and Nixon 


are going to be written up in the Ladies* 
Home Journal feature, "Can This 
Miarriage Be Saved?" 


Now that we have peace abroad. 


Njxon can settle Into his Lincoln image 
and devote full time to the civil war. 


From out of the mouth of Delta 


Airlines comes the edict that they 
recently let stewardesses marry Delta 
pilots. A real landmark decision in a 
triangle affair. 


601 total in the Women's Classic 
League at the 41 Bowl. Shirley had a 
high 218 game and also rolled a 200 
game. Her previous seasonal high was a 
5S8made in January in the same circuit 


Mrs. LaVerne Boll made her first 


national honor count of her bowling 
career when she rolled a 623 series f» 
the Ten Pin Toilers League at Haling 
the previous Tuesday night Her higM 
games vere ZJ2 and 235. 
.' 


Keith Gehring registered two 70tf 


plus scores that week in men's bowling 
one at Hahn's, a 713 in the. Major 
•bcratch League and a 710 in Wisconsifl 
tournament play in Green Bay. 


Lucey to oppose campaign 
for new veterans' home 


Post-Crescent Madison Bureau 


MADISON —An emerging campaign 


for the construction of a second major 
state institution for the care of elderly 
or dependent Wisconsin military ser- 
vice veterans and their dependents will 
encounter headon resistance of the 
Lucey administration. 


A movement to build a new and 


modern facility on a site in southern 
Wisconsin. to provide domiciliary 
facilities in addition to the institution 
operated by the state at King, in 
Waupaca County, has emerged with 
the apparent 
support 
of 
major 


veterans' organizations. One legislative 
study committee, directed to review the 
idea two years ago, has supported the 
plan. 


But a "policy paper" sent to the 


legislature by Gov. Lucey to elaborate 
the details of his budget recommenda- 
tions contends that the care needs of 
the elderly, including veterans and, 
their spouses, are better served by 
"social services to aid independent liv- 
ing and by smaller, community-based 
nursing homes rather than large insti- 
tutions." 


Backing up that position, the budget 


bill now before the legislature provides 
funding only for the institution at King 
to continue the present population limit 
of 756. 


But in an apparent recognition of the 


growing concern of veterans organiza- 
tions for categorical assistance of aging 
veterans who may now need nursing 
care beyond that available at King, or 
may require it in the future, Gov. Lucey 
has .told law-makers that the state 


veterans department and the county 
veterans service officers must expand 
their activities on behalf of veterans in 
the home communities. 


Local service officers are told "that 


they should work more closely with 
county departments of social services 
to locate such care programs and 
facilities, and with state agencies to 
assure the quality of nursing care. 


March 9-8:301 


by Gordy & Don from Cec 


March II —5 to 9 p.m. 


—Mel. Poncho & Klutz 


PENNINGS 


SUPPER CLUB 


SERVING COMPLETE MENU 


Thurs., Fri., Sat., Sun-5 to 11 PJA. 


Steaks, Tenderloins, Chops, Sea Foods, etc. 


SALAD BAR, BEVERAGE £ DESSERT Included 


Wish ALL COMPLETE CWNNERS- 


Sirloin Steak for 2 
3-Lb, Steak, salad bar etc. 
'7.95 


T-Bone Steak, 16 oz. 
S3.95 


Breasted Chicken 
'2.25 


Thursday Night Special! 


All the Chicken You Can Eat 


M.55 Per Person 


—Friday Features- 


Special Perch Plate 
'1-25 


Frog Legs (Jumbo) 
'2.00 


Open Bowiing 


Thurs., Fri., Sat. Nights 


Rt. 2, Black Creek 734-1281 


Kwy. 47—8 Mi. North of Appleton 


(AT TWELVE CORNERS) 


lues., Wed., Thurs, Fri., Sat & Sun. 


We Are Serving 


A Large Basket of 


withallthetrimmin9s $155 


A Large Basket of 
FISH. 
60 


SHRIMP 


A Wonderful Large, 12 to 14 Oz. 
Tenderloin Steak 
, $995 


wiih oil the trimmings,, 
mm 


TENDERLOIN LUNCHEON, 8ta9oz.. 
$O5S 


DELICIOUS 
40 


WkM'.IWWW 
£ ^^ 


T-Bone Steak 
*3 


BRICK'S SPECIAL-! 2 to 14 oz. 


SIRLOIN STEAK 
so45 


with all the trimmings.. 


NEW YORK STRIP STEAK, 


8 to 9 02. with all the trimmings.. 
$O55 


A Wonderful Large 


Steak for Two, with trimnvngs. 


/Lobster /Sandwiches 


Phone 984-9330 


Serving 11 tun. to 2 p.m. 8 4JO pjn. to II p.m. 


BRICK'S CLUB 47 


ALWAYS A 
GOOD TIME 
and the BEST 
'FOOD and 


DRINKS at 


733 W. COLLEGE AVENUE 


Heinie - Alice — Helen 


FREE PARKING 


G/iarit 
FISH DINNER 


DO YOU HAVE A CHARGE? 


jfttSve- 
£&£ai ^ 
^•W^vX^. 


139 
••••••••••••• I 


ALL YOU CAN EAT EVERY FRIDAY 
the more for your 
moneysworth store 


Northland Plaza — Hwy. 
OO & Richmond 


Every Friday! 


All the Fresh Lake Perch 
You Can Eat 
$ 1 


Includes French Fries, Cole Slaw, Rye Bread. 
• 


5 PM. to 10 P.M 
. _• . 


Mark & Tom's 


111 N. Walnut St., Appleton j 1820 L Main St., Little Chute 


Phone 739^4231 
"Phone 766-5662 


Open Sunday through Saturday 4:00 
P.M. fo 1:30 A.M. 


SMK» *•*•« 


» farm 


ifocttMtatiMNf* 


a buck's 


worth of pizza. 


H*t* to * ««»o*r«»oii»i*hyifMntiovld try JiKret Hut pta«. 
1 


• Pra^rolted dough for a crtap,ftafcy cruet. 
] 


ivdon ttihJk^nd ] 


$]00 


OFF 


Wf UXYf MOW HIM THAM 
ANTOXI fUl »M THT WOtUI. 


GOOD AT APPLETON & NEENAH LOCATIONS 


APPLETON 
I 
NEENAH 


'Project 76' film to 
be shown to retired 
persons at Y Tuesday 


An Appleton Area Chamber of Com- 


merce film, "Project 76," will be shown 
as part of the program for retired 
people Tuesday at the Appleton YMC A. 


The program will be at 10:15 a.m., 


following billiards at 9 and coffee at 


RON & TERRY'S 
RENDEZVOUS 
431 S. Grand Ave. 


Little Chute 


Ron Van Groll, Propritfor 


FRIDAY 


! 
, 
SATURDAY 
, 


RON VAN GROLL 


. 
SUNDAY 


RON VAN GROLL 
\ 
COUNTRY WESTERN / 
/ MUSIC WEDNESDAY 


Serving Vi-lb. Hamburgers 
and Hoi Beef At All Times! 


9:45 a.m. There will be exercises at J 1 
a.m., lunch at noon and recreational 
swimming, card games and billiard 
lessons afterward. 


An added feature this week will be a 


film on Holland shown in the after- 
noon. 


The mini-bus is available for persons 


who need transportation. They may 
call the YMCA by 8:45 a.m. Tuesday. 


ANSWERS 


TO TODAY'S NEWS QUIZ 


PART I: 
1-True; 2-KurtWaldheim; 
3-b; 4-e; 5-high 


PART II: 
1-b;2-e;3-d;4-a;5-c 


PART III: 
1-d; 2-o; 3-b; 4-e; 5-c 


SYMBOL QUIZ: 
1-B; 2-J; 3-D; 4-G; 5-A; 
6-C; 7-F; 8-H; 9-1; 10-E 


CHALLENGE: 
Mitchell Sharp 


Thursday, March 8, 1973 
Th»Po»I.Cr*Ken»,Appletori-N»enah.M<mafho,W!*. 


.Police & fire beat 


B-11 


Appleton firemen were called to the 


Simon Van Gorp residence, 1019 S. 
Mason St., about 9:30 a.m. Tuesday, 
after wiring and lint in a clothes dryer 
ignited. The fire was extinguished in 
two minutes, but no damage estimate 
.was given. • 


When is the Last 
Time you had a 
Real Malt? 


HEINE'S BAR 


.l_48Ji. Walter Ave., Appleton - 739-1045 


Serving 5 to 11 
p.m. 


FRIDAY NIGHT Featuring ... 


PERCH With the Bones . 


Also Boneless Perch, 


Walleyed Pike and Seafood 


t 


Live Music Sat.-Edie Lenore Trio 


NOW OKU j p.m.'Daily - 


USE SNACKS Wxkdoyt-4 to 6 p.m. 


HtEECANNWALSANPWCWS 


Ev»ry Saturday—?< 


Ev»ry Sun.—8 a.m. to 1 p.m. 
f REE EYE OPENER 
TRAIL INN 


Harold & Dot bproyu* 


'Your choice of Truly famous POTATO PANCAKES or FRENCH FRIES, in"cQing delicious", 
cole x[aw and tasty grilled bread served with... ' 
- - 


•*%'&': 


Tomorrow . . . make sure to try our delicious, fasfy' . 
FRIDAY NIGHT SMORGASBORD 


1' Serving from 4:30_to 8:00 
pirn.' 


Your Expert Hosts for Banquets, 
, Weddings, Class Reunions, efc. 


Appleton, 734-5260'. 


Now Serving Fridays Only 
Boneless Perch: Plate Lunch, 


Double Perch & Family Style 


Also Pike and Haddock Plate Lunches 


Frog Legs, Fresh & French Fried Shrimp, Lobster Tail 


Choice o£ Potatoes: French Fries, -Potato Salad, Hash 
8rown or Baked Potato with butter or sour cream. 


Kiddie Plate . 
Hamburger 


and French Fries 


SPECIALSOc 


8-oz. Strip Sfeak — 8-oz. Tenderloin 


Served 5 P.M. to 10:30 P.M. at 


The FORESTER 


Saturdays Open for Weddings & Banquets: 


March 24 & 31; April 21; May 19; July 7 & 21 


Corner Spencer St. & Hiway 41; 


APPLETON 


. Cocktail Lounge Open Nightly 


JOE BOOMER, MANAGER" 


Phones 734-1821 or 733-8646 


For Fine Dining try 


PRIME 


RIB 
MON. 
TUES. & WED. 


95 


plete $O25 
inner 
%* 


TUIIDC 
BROASTED 
Country Style 
$195 
I iTUlW* 
CHICKEN 
« . . . . • • • • 
I 


Country Style 


BBQRibs 


Complete $O 


Dinner 
W 


Cor 


Fresh Lake PERCH 
Homemade Soup 
FRI. 
SAT. & SUN. 


5 Choice 
$ 


of Potato 


TENDERLOIN 


TIPS 
" * 
Country Style 


P.S. This is Ihs HEW MICHIEIS ... No Go Go Girls . . . People Come Here By Choice ... Not Chonce 


Servrng Our Full Menu of Fine Food Nightly From 5 P.M. Serving Sundays From 4 P.M. 


989-1494 989-1232 
Hwy. 114 & 55 
Sherwood, 
Wis. 


IND'S Steak Round, up 


LUNCHES 
* 
DINNERS 
• 
COCKTAILS 


REPEATED ... fay POPULAR DEMAND 


Nino's Fine Qualify 


LOBSTER TAIL DINNER 4G™ 


Also Serving 


CHOPS, CHICKEN, IOBSTER TARS, SHRIMP, FISH and 


A FULL VARIETY OF U.S.D.A, CHOICE STEAKS 


EVERY 
FRIDAY 
.Only 
COLD 
BEER 


. Your Favorite* 
Always AvailaWel 
/^iwuya *4vaiiotji 


GOLDEN GRIDDLE RESTAURANT 


(Valley FaV-Apjpleton - Tel. 733-984Z) 


FREE!! 


A Quart of Coke 


with each Large PIZZA 


SUNDAY THROUGH THURSDAY AT ... 


SAMMY'S 


"FAST, HOT DELIVERY" 
PIZZA 


APPLETON 734-0292 


211 N. Appleton St. 
NEENAH 725-2671, 


135 N. Commercial Sf. 
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Are You Interested 
In Extending Your 


Meat Dollar? 


Piggly Wiggly is also concerned with the 
present high cost of wholesale meats. 


That's why at this time, we are proud 
to bring you "Pampered Beef," the 
result of a new concept in quality 
beef production 


More edible servings per 
pound — No excessive fat! 


Guaranteed Tender - Guaranteed Flavorful! 


PI66LYWI66H 


Total Oii€<rfl*t 


Why don't you shop 
PiggJy Wiggly this 
week and help keep 
your meat costs as 
low as possible? 
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The menu price of any 
Medium or Large Pizza 


Hut Pizza *?hen 
accompanied by ' 
_ 


this coupon 
j s 


Featuiing Heileman's 
export & Pabsf beer. 


Offer Expires 


SUNDAY MARCH 11 


Alibi Club 


HALL & BAR 


129 N. Main SJ.-KimberJy 
THURSDAY-SPECIAL! 
It's Vol's Birthday Party! 
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BOBS STUB 
| 


FRIDAY 
S 


DONIBBY 
i 


SATURDAY 
| 


OONKUETTNER 
| 


SUNDAY 
I 


MERLE & MARIE RONS 
I 
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SEAFOOD BUFFET-FRIDAY 


The All-Pro Line Up 


LG... Scollops 
RB.. .Roast Round of Beef 


LT.,. Crab Claws 
C... Frog Legs 


QB... Batter Fried Perch TE... Lasagna 


$2°0CHItDREN 


CHARCOAL 


HOUSE 
LEFT GUARD 


3025 W. College Ave., Appleton 
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'Revival' and first-time thrill 


Narrow path 


Elmer Polk, University of Wisconsin-Whitewater, squeezes 
between UW-Green Bay's Jim Bardney (42) and Gordon 
Patterson, right, as he chases a loose ball during NAIA 
playoff action at Whitewater Wednesday night. The Phoenix 
won, 69-52, to qualify for the national NAIA tourney in 
Kansas City (AP Wirephoto) 


Jones ignites 
Phoenix past 
UW-Whitewater 


WHITEWATER, Wis. (AP) — The 


University of Wisconsin-Green Bay, one 
of the nation's best small-college 
basketball teams, has won a berth in 
jiational competition and the firm res- 
~pect of its sister state colleges Wednes- 
day. 


The Phoenix, patiently converting 62 


per cent of their shots from the field, 
scored the final 13 points of the game in 
a 
69-52 
conquest 
of 
Wiscon- 


sin Whitewater. 


The victory gives Green Bay the 


Wisconsin or District 14 playoff title of 
the National Association of Inter- 
collegiate Athletics, whose poll rates 
the club No. 8 among the nation's 
college basketball teams. 


It provides Green Bay with its first 


trip to NAIA national competition, a 
ticket customarily controlled by 
members of the Wisconsin State 
University Conference. 


The WSUC championship was shared 


this season by Whitewater and by nat- 
ionally ranked UW-Eau Claire's 
Blugolds, whom the Phoenix eliminated 
in the NAIA Wisconsin semifinals. 


Whitewater coach Eli Crogan said the 


Phoenix "deserved to win. They are an 
excellent club and their patience paid 
off." 


Green Bay led Whitewater 23-22 at 


intermission. The Warhawks pulled 
ahead 26-25 before Green Bay flew to a 
10-point advantage with nine minutes 
remaining. 


Whitewater closed the gap, but was 


beginning to stagger, partly because 
6-foot-6 center Bob Stone had picked up 


a fourth foul. 


Green Bay's 6-foot-8 Tom Jones and 


6-foot-9 Jim Bardney provided their 
club with a rebound advantage, Bard- 
ney pulling 11 off the shelf. They led 
scoring, Jones with 18 points, Bardney 
with 17. 


After fending a Warhawk comeback 


effort, the Phoenix closed out the 
concluding 2:20 minutes by scoring 13 
points without interruption. 


Gary Grimes scored 17 points as. 


Whitewater finished a 22-4 season, 
converting only 33 per cent of its field 
shots against Green Bay's nationally 
acclaimed defense. 


Green Bay, 26-3, advances to national 


competition next week in Kansas City. 


Dave Buss, in his fourth year as Green 


Bay coach, said the Phoenix simply 
avoided the Warhawk defense by using 
one of what he calls his several alternate 
offenses. 


"We have got five or six offenses," he 


said. "We were getting trapped in the 
corners during the first half by their 
zone. We just "went to a different of- 
fense." 


The new offensive, he said, "kept our 


big forwards away from the corners and 
allowed us to penetrate the zone more." 


Crogan said the Phoenix "are very 


patient to wait for the good shot." 


Stone's foul trouble, he said, curtailed 


his club in the second half. 


"He has been a pivotal player in our 


offense, and it hurt our rebounding," he 
said. 


"With Stone out," Buss observed, 


"they lost a lot on the boards." 


Kimberly, East quints ready 


BY JOHN L. PAUSTIAN 


Pojl-Crcicent Sports Editor 


Appleton East players, coaches and 


fans are experiencing a first-time thrill 
as they await the Patriots' weekend 
appearance in the Oshkosh sectional 
basketball tournament. 


At Kimberly, where the Papermakers 


are preparing to play for the Green Bay 
sectional, there's a welcome revival of 
that special tourney glow after three 
years of frustration. 


This new tandem "will attempt to 


carry on the Fox Cities' pround WIAA 
tournament tradition, as decision-time 
approaches in the "Who will go to 
Madison?" suspense. If both can main- 
tain momentum through the sectional 
level, it will give the Fox Cities two 
teams in the elite field of eight for the 
fourth time in five years. If only one 
makes it, the Fox Cities will still be 
represented for the ninth straight year 
at the state level. 


The next assignment for Kimberly 


(19-2) —gunning for its first state-meet 
berth in four years and third in the 
6-year regime of Coach Jack Wippich — 


' comUs at &30 p.m. Friday in the Brown 


County Arena against Green Bay 
Southwest (16-5). Manitowoc (19-2) 
takes 
on 
defending 
champion 


Kewaunee (19-2) in the 7 p.m. opening 
game on the Green Bay sectional card. 


Appleton East (13-8), appearing on a 


higher-than regional level for the first 
time in the school's 6-year history takes 
on Sheboygan South (15-5) at 8:30 p.m. 
Friday in the Kolf Sports Center. The 
Oshkosh opener features West Bend 
West (19-2) and Fond du Lac (17-4) at 7 
p.m. At both sites, the first-night 
winners play at 8:30 p.m. Saturday for 
the right to compete for the state title. 
Consolation games Saturday start at 7 
p.m. 


Forty-eight teams — 32 in Class A 


and 16 in Class B — remain in the 
running for coveted state berths. The 
only sectional that will be a non-Friday 
starter is the one in the Madison 
Coliseum, which starts tonight. New 
state champions will be crowned in 
both A and B, since Milwaukee Hamil- 
ton and Bloomington have already 
been eliminated. Among others who'll 
be missing from Madison's Class A field 
are Neenah — which had reached the 
state level four straight times — and 
Eau Claire Memorial which as been in 
the state tourney more often than any 
other team. 


The only 1972 sectional champs still 


in the running are Kewaunee, Madison 
West, Antigo and Waukesha in Class A 
and Crivitz in Class B. 


This is the first time in nine years that 


Neenah or Appleton West — or both — 
isn't competing in a sectional tour- 
nament. What are the chances that 
Appleton East and Kimberly can con- 
tinue the success that the Rockets and 
Terrors enjoyed in recent years? 


Kimberly has as good a record as 


anyone in the Green Bay meet, and if 
th ^ Papermakers continue playing their 
best ball under pressure, as they have 
been they have a good chance of sur- 
viving a rough two nights. 


Appleton East has the worst record 


of the Oshkosh entries, reflecting its 
inconsistency. However, if the Patriots 
are In the kind of form they've shown in 
the last two weeks — their title pros- 
pects seem as good as anyone's. 


New Coach Tom Gossens brought 


his team to a late-season peak, with 
four straight wins. The big East team 
had been ranked 1-2 in a pre-season Fox 
Valley Association poll, but it took time 
for a new coach's system to be absorbed 
and the Patriots had to compensate for 
the loss of starting guard Dan Heinritz, 
who was out from the eighth game 
until the 21st game. The Patriots' 
already-effective defense has become 
even stronger — East has gained con- 
fidence on offense ... and the board- 
work of Tim Kelley, Paul Callaway and 
Jim Vandenberg continues to plague 
the opposition. 


Callaway, a 6-foot-6 sophomore, who 


has matured greatly as a basketball 
player in the last month, leads East in 
tournament scoring, with a 16-point 
average. Kelley is next, with 13; while 
Vandenberg scores at an 11.3 tourney 


Yonks, Tigers win 
Injuries plague AAcCovey 


BY THE ASSOCIATED PRESS 


Willie? No, he won't. 
The San Francisco Giants have lost 


the services of their slugging, injury- 
plagued first baseman Willie McCovey 
for several exhibition baseball games 
due to persistent foot and knee ail- 
ments. 


McCovey, who missed the majority of 


last season with a broken arm. has been 
hampered by 3eg problems throughout 
his career. He received an injection of 
cortisone Wednesday, a drug usually 
used to treat arthritis and other diseases 
of the connective tissue. 


McCovey has worked out lightly this 


spring although troubled by a foot arch. 
The cortisone was ordered after he 
reported some pain in his knee, which he 
apparently favored because of the foot 
trouble. 


The other WaJIie, New York Mets' 


Mays, reported his knee felt better and 
stated he would wait until the end of 


spring training to decide if he will retire 
from baseball. 


In exhibition games Wednesday, the 


New York Yankees clobbered the 
Minnesota Twins 11-4, and the Detroit 
Tigers beat the Pittsburgh Pirates 8-3. 


Frank Tepedino, New York's desig- 


nated hitter, collected four hits in six 
trips, with three doubles and one run 
batted in to power the Yankees over the 
Twins in the opener of their spring 
training schedule. Celerino Sanches, 
Fred Frazier and Ken Bennett smashed 
home runs for the Yankees. 


There was no progress reported in 


efforts to sign Minnesota's three big 
holdouts— Harmon kiltebrew. Rod 
Carew and Jim KaaL- The Twins said 
they signed Carew, but the infielder 
denied it 


The Tigers, the American League 


East defending champions, hammered 
16hits including three by third baseman 
Tony Taylor, to defeat the Pirates. 


Center fielder Mickey Stanley had 


two singles and a double while his 
replacement, Dick Sharon, slugged a 
home run and a single in two turns at the 
plate. 


Catcher Johnny Gates signed his 


contract with Atlanta, reducing the 
number of Braves holdouts to three, 
including pitcher Pat Dobson. 


At the request of Baseball Commis- 


sioner Bowie Kuhn, the National 
League is polling its teams on whether 
they favor use of the designated hitter 
rule for away spring exhibition games 
against American League dubs.- 


Chub Feeny, president of the Nat- 


ional League, sent telegrams to NL 
dubs and a decision is expected today. 


rate, Marl: Bleier 8.7 and Craig Martin 
3.7. 


Not only is the defending champion 


(Neenah) missing but the entire 


Oshkosh field is new. Ripon, Mayville 
and Kewaskum were the other 1972 
qualifiers. Fond du Lac is the only 
Oshkosh sectional team that has ever 
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Ice screen 


Red Wing Tim Ecllestone (left), puts a body check on Atlanta 
Flame left wing John Stewart as he has his feet knocked from 
the ice in the first period of their NFL game in Atlanta 
Wednesday night. (AP Wirephoto) 


Amherst smallest team 
in Class B sectional 


won a state title — and that came in 
1924. Sheboygan South (formerly Cen- 
tral) reached the state finals in 1953 
before losing to Menasha's Bluejays, 
whose cast included Wippich, present 
Kimberly coach. 


West Bend West brings the best 


record into Oshkosh, but the Spartan 
schedule (in the Little 10,Conference) 
isn't considered quite as strong as 
SHS-E encounters in the FVA or South 
and Fond du Lac meet in the Fox River 
Valley Conference. 


Kimberly is the only new team in the 


Green Bay sectional this time around. 
The Papermakers replace West De 
Pere. The Green Bay field, like that in 
Oshkosh, has a strong FVA-FRVC 
flavor. Kewaunee is the only entry not 
from those two circuits, but the Indians 
(of the Packerland) are defending 
champions. Last year, Kewaunee 
eliminated the Ships in a first-round 
game. Southwest, formerly a FRVC 
doormat, has qualified for the sectional 
a second straight year. 


The Trojans are the only entry that 


hasn't experienced a state-tourney trip. 
Kewaunee, again a potent force despite 
the loss, via graduation, of 3-year star 
Dale Koehler, made it to Madison last 
year for the third time. Mamtowoc has 
been tothe "state" eight times, includ- 
ing the title years of 1968 and '63. Kim- 
beriy's most recent appearance came in 
1969. 


The Papermakers hope to become the 


fifth Fox Cities team in six years to win 
the Green Bay sectional title. Kimberly 
won it in 1968 and '69 while Appleton 
West prevailed in 1970 and '71. The fast 
and rugged Papermakers have won 
eight straight games and 18 of their last 
19 (the only loss being a 1-pointer to 
Neenah). The Papermakers hit the 
.boards as well as any area teams of 
'recent years, and their 1-2-2 zone is 
tough to crack. 


Extreme scoring balance is another 


key to Kimberly's success. These are 
the averages for the three tourney 
games to date: Chuck Ruys, 11.0; Lee 
Reider, 10.3; Randy Thiel and Berghuis, 
93 each; and Bob Van Grinsven, 8.0. 
c 
Pro cage 


BY ROGER PITT 


Post Crescent staff writer 


Amherst High School hopes to play 


Dayid in the re-enactment of "David 
and Goliath" this weekend in the Class 
B Stevens Point Sectional. 


The 
Falcons 
will 
be 
the 


smallest—both in height and enroll- 
ment—school in the 4-team field at the 
Stevens Point High School Fieldhouse. 


Crivitz (19-2) meets Thorp (19-3) in 


the 7 p.m. Friday opener and Amherst 
(16-5) faces Niagara (15-6) in the night- 
cap. 


The "David" role doesn't have the 


significance it once did in the one-class 
tournament, but Amherst's Bob Abbott 
is satisified with the 2-class system. The 
Falcons appear in their second straight 
sectional and it will only be a 20-minute 
drive to the game for most Amherst 
boosters. 


"We'll have to play our best ball of 


the season if we hope to do anything," 
Abbott said. "We'll give away a lot of 
height to every team in the field. We'll 
have to play good defense and have to 
keep the other team from getting too 
many second and third shots. 


"We don't have the size we had last 


year, but we're quicker and our defense 
is improved. We don't have depth, so 
we'll have to stay away from fouls to 
keep out of trouble." 


Mainstays on the Amherst team are 


6-2 Rick Stoltz, averaging 20.4 a game, 
and John Van Nuys, a 5-9 guard, 
averaging 17.9. Completing the starting 
unit are 5-10 forwards John Thompson 
and Dale Onan and Gene Allen, guard. 
Top reserves are Gary Tetzloff and Don 
Romundoson. 


Amherst is averaging 59 9 points and 


allowing 55. 


Niagara's lineup consists of forwards 


Joe Kinsella, 6-2, and Jim St. Louis, 6-1; 
center Larry Marcellis, 6-3, and guards 
Gary Sibilski and Steve Parent, both 
5-10. St. Louis is averaging 19 a game 
and Parent is the only starter under 10. 


Niagara tied for third in the 


Marinette-Oconto Conference but is an 
explosive team. "We run fairly well," 
the Badgers Dave Quick said. "If I am 
disappointed in anything this year it 
would be our defense. It's just a matter 
of our wanting to do it, but we'd rather 
get out and run." 


Keys for Thorp are 6-1 guard Bob 


Rubisch, 6-3 center Jim Sarafin and 6-0 
forward Randy Klapatauskas. "We 
don't have a real good shooting team," 
the Cardinals' Art Tetzner said. 


"We're tall and have exceptionally 


good jumpers. And, we like to p]ay 
good defense. This is probably our best 
opportunity to get to slate, although 
we don't have it easy," Tetzner said. 


Crivitz suffered" an embarrassing loss 


1 in the Class B finals last year. "We 
really want to make a return trip," the 


Wolverines Doug Carriveau said. 
"We've got a lot of determination." 


Crivitz is a well-balanced team with 


size and quickness. "We're an average 
offensive team," Carriveau said, "but 
we are strong in other areas. We're 
giving up 45-46 points a game ^nd 
we've been consistent defensively. And 
we've had a good year on the boards. 
And we're well-balanced. Nobody can 
gang up on us like last year." 


Regulars averaging in double figures 


for the M-O champions are 6-4 forward 
Jerry Fancher, 6-5 center Jon Kradecki 
and 5-8 guard Pete Kertesz. Al Behnke, 
a 6-1 forward, and Randy Atwood, 5-10 
guard, complete the starting unit. 


Pro Basketball At A Glance 


By The Associated Press 


NBA 


Eastern Conference 


Atlantic Division 


W 
L 
Pet. 
GB 


Boston 
56 
13 
812 
— 


New York 
S3 
21 
.716 
a'3 


Buffalo 
19 
50 
.275 37 


Philadelphia 
9 
63 
125 48'J 


Central Division 


Baltimore 
U 
V 
6J7 
— 


Atlanta 
JO 
30 
571 
5 


Houston 
27 « 
3S6 18 


Cleveland 
25 
45 
357 20 


Western Conference 


Midwest Division 


Milwaukee 
50 
22 
694 
— 


Chicago 
45 
25 
643 
4 


Detroit 
32 
38 
457 17 


K C Omaha 
33 
40 
452 17' i 


Pacific Division 


Los Angeles 
52 
18 
.743 
— 


Golden State 
42 
28 
600 10 


Phoenix 
-33 
37 
.471 
19 


Seattle 
23 
so 
Jis "30' -, 


Portland 
17 
51 
243 35 


Wednesday's Games 


New York 120, Philadelphia 94 
Cleveland 118, Houston 100 
Only games scheduled 


Thursday's Games 


Portland at Atlanta 
Baltimore vs. Kansas City Omaha 
Boston at Phoenix 
Chicago at Buffalo 
Only games scheduled 


Get Ready Now 


for 


Appleton Recreation Dep't 


and YMCA Golf Schools 


Are Now In Session 


RENT ME 


We have available a *t/H rental 
line- Tractors, Tractor-loaders, 
Trortof-iooder-Socknoei, Scrap- 
ers, Blades, Mowers, £?c. By the 
day, week or -month. 


Reasonable Slates 


FOX CffiES FORD TRAaOR INC 
Hwy. 41 Sowth 
Ph. 734-SOpO 


the Valley's Newest 


BOWLING TOURNAMENT 


April 6 thru June 10 


ffiOTAHNUMMEM'StWOMEN'SHANWCAPSHGlESTOURNAMErlT 


FIRST PLACE Of $ 1,000 Guaranteed for Major Prize List 


Special Ladies iist Guaranteed, Ladies also eligible to qualify for 
major prize list. 
SQUAD LEADERS —Men & Women, bring us a squad of 20 bowlers and 
receive your entry fee of !12, FREE in addition special prizes for squad 
leaders will be paid 


OTHER SPECIAL CASH AWARDS. 


B*TSY BIANKS AVAiABlE AT AU AREA BOWUNGIANES. 


For More Information Call... 


KIMBERLY 


LANES 
Phone 788~ 
T 741 


Ask for Jerry or-Dkk 


fSPALDINGi 
Championship? 
Starter Golf Sets 


Men's and Ladies' 


2-Woods (land3) 


Persommmite Heads 


5-lrons (3-5-7-9 and Putter) 


Chrome perma-finish 


REG. 
'64.00 $39 


LADY SPALDING 


Golf Sets 
3-Woods (1-3-5) 
8-lrons (3thru 9 


plus pitching wedge} 


• bgritwe ight steel shafts 
•laminated wood heods 
* Composition grips 


REG. 


'140.00 


SPALDING 
PDX-100 


Men's Golf Sets 


3-Woods (1-3-5) 
8 Irons (3 thru 9 


plus pitching wedge) 


"Multi-step lightweight stesl shaft 
• Composition grips 
• Laminated wood heods 


REG. 


»140.00 


SPALDING 


"Bruce Devlin" 


Professional Grade 
WOODS H-3-4) 
IRONS 12 thro 9) 


«?ro type lightweight steel shofti 
• Perma-f miih dirome plot ing 
* Power ply laminated wood heads 
•Titan'rte face inserts 


REG. 


'192.00 


BUYNOWATSAlEFRtCBWITHSMAllDOWNPAYMiKT 


Open 


Monday 


and 


Friday Nites 


133 E. Coltegt Av«. (Across from Gimb»Tt} 


NFWSPAPFR! 


Evelyn Myers ro//s 609 
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Ellie Loehning hits 630 
'Red-shirting' OK called academic 


Ellie Loehning blasted a 630 series, 


and Evelyn Myers cracked a 609 na- 
tional set to pace area women's 
bowling Wednesday night. 


Mrs. Loehning cracked her national 


total in the Wednesday Coffee League 
at the 41 Bowl and Mrs. Myers rolled 
her's in the 41 Bowl Classic League. 


Ellie blasted a 266 to highlight her 


national set. Her other games were 194 
and 170 as she rolled her first 600 of the 
season. 


Other top scores from the Coffee 


League included Mary Soufal 211-538, 
Barb Hedtke 224, Grace Gauerke 200 
and Lana Wilson 534. 


Mrs. Myers opened with games of 195 


and 193 and then cracked a 221 to go 
over the 600 mark. A share of the 
honors went to Bev Behrent as she 
rolled a 234 game in the Classic loop 
and finished with a 543 series. 


Also hitting high scores in the Classic 


circuit were: Rosalie Schuettpelz 
222-565, Elsie Ross 554, Val Wendt 


216-550, Joan Kolosso 545, JoAnn 
Goettel 540, Rosie Eckes 536, Mickey 
demons 536, Gladys Milner 533, Wan- 
da Schoenrock 211-533, Judy Becker 
533, Carol Felton 200-532, Sara Judge 
532, Sue Schroeder 530 and Julie Hidde 
203. 


Dolly Jolin hits 598 


Dolly Jolin came within two pins of a 


national honor count with a 598 series 
in the Lucky Strike League at the 41 
Bowl. Dolly had games of 201 and 202. 
lone Immel had a 222 singleton while 
Cleone Rohloff hit 540, Lorraine Reis- 
tad 208, Jan Penterman 208-527, Vi 
Werth 206 and Becky Sorcic 217. 


Pat Stachowicz jolted a 592 series 


with games of 225 and 214 in the Donut 
League at Sabre Lanes Wednesday. 
Wanda Hoffman had a 224 game and 
540 series while Roxy DeLeest hit 201, 
Judy Hilliker 202, Carol Nelson 205, 
Lori Roberts 214, Pat Price 210, 
Dorothy Kampo 241 and Sue Schlichte 
201-526. 


Stars rip Penguins, 
gain 2nd-place tie 


Jeanette Roberts rolled a 227 game 


and 583 series for high in the Gemini 12 
League at Sabre Lanes. 


Leading the Rock 'n Roll League at 


Jerry's Lanes, Kimberly, was Florence 
Vanden Hogen with a 202 game and 565 
series. Betty Mischler had a 210 game 
while Pat Brouillard hit 203. 


Donna Ziegler jolted a 227 game and 


580 series in the Four-for-Fun League 
at Hahn's Lanes. Mary Schmidt 
slammed 220-541, Carol Rosz 211-530, 
Agnes Green 528, Florence McCarthy 
203 and JoAnn Belling 204. 


Shirley Brouillard blasted a 579 series 


with a 201 game in the Breakfast 
League at the 41 Bowl. Marge Boldt hit 
204-558, and Donna Kloes had a 216 
game. 


Soap Opera, Sabre Lanes' Jeanice Armstrong 


202-549, Betty Barker 204-547, Karen Williamson 537. 


YMCA Flower League, Sabre Lanes: Liz Borah 


5(5, Mary Finman 203, Carol Sarnowski 207. 


Cocktail League, Super Bowl: Florus Weyenberg 


202552, Sally Knapp 202, Judy Diednch 531. 


Sabre Jets, Sabre Lanes: Alice Brandl 553 
Donut League, Super Bowl. Joan Clausmtzer 


213-552, Angle Van Haaster 200, Maria Matthews 535. 


Cereal League, Sabre: Donna Slatky 218-542, 


Nancy Maahs 201, Lou Zirbel 214. 


Wednesday Ladies, Little Chute Recreation 


Laverne Mignon 212-525. 


Precious Gems, 41 Bowl: Joyce West 526 
Alley Cat League, 41 Bowl: Lillian Lmskens 528. 
Sabre Sweeties, Sabre Lanes: Martha Graf 524 
Women's Super Bowlers: Shirley Beck 209, Connie 


Van Wychen 207 


CHICAGO (AP) —The Big Ten has 


finally capitulated to an ancient 
demand by conference football coaches 
for redshirting. 


Only the move to a five-year college 


competition rule approved Wednesday 
by the policy-making faculty represen- 
tatives now appears academic. 


For one thing, redshirting— the 


practice of holding out a promising 
player for one season—appears doomed 
by recent NCAA legislation which 
eventually will limit any school's total 
football scholarships to 105. 


Also, the action by the faculty group 


at theconclusion of the Big Ten's March 
business conclave must be reviewed by 
individual member schools under the 
White Resolution. 


This means the matter must again be 


reconsidered at the May conference 
meeting after each school votes on it. 


The Big Ten since 1956 has operated 


on a four-year college span for athletes 
which conference football coaches have 
howled long and loudly put them at a 
sharp disadvantage in competition with 
such redshirting conferences as the Big 
Eight and Pacific 8. 


Under the new NCAA code on finan- 


cial aid, the numbers game played so 
freely by all major conferences except 
the Big Ten in football recruiting will be 
extremely restrictive. 


Instead of upwards of 150 football 


tenders granted bv some major 
conference schools, the limit will be 105 
with only 30 initial grants allowed to 
incoming gridders. 


Marcus Plant of Michigan, chairman 


of the faculty group, said the Big Ten 
feels that the NCAA limitation will 
prove a natural clamp on recruiting 
abuses and reduces the possibility of 
wholesale 
redshirting 
by 
any 


conference. 


The faculty group also changed sig- 


nals on a year-old edict cutting initial 
full tenders in minor sports from 34 to 15 
by raising the maximum to 20 annually. 


Also approved for consideration 


under the White Resolution were 
several recommendations by the Big 
Ten's Special Advisory Commission, 
composed of 11 former black conference 
athletic stars. 


The black study group recommended 


a proper curriculum for athletes so they 
can achieve in specific stages progress 
towards obtaining a college degree in 
four, or at the most five years. 


BY HALBOCK 


Associated Press Sports Writer 


You know you're having a good night 


when your team gives up four goals and 
wins by six. 


That's the kind of good night the 


Minnesota North Stars enjoyed Wed- 
nesday when they blistered Pittsburgh 
10-4 and moved into a second place tie 
with Philadelphia in the National 
Hockey League's West Division. 


Inother NHL action, Wednesday, 


Philadelphia bounced from behind for'a 
2-2 tie with the New York Rangers, St. 
Louis topped Boston 5-2, Detroit 
defeated Atlanta 5-2, Montreal tripped 
Toronto 4-1, and California tied Buffalo 
2-2. 


In the World Hockey Association, 


New England shut out Cleveland 1-0 in 
overtime and Houston topped Los An- 
geles 31. 


If the North Stars had a good night, 


Pittsburgh goalie Andy Brown knew 
early that he was going to have a rather 
bae one. Minnesota shelled him for 22 
shots and five goals m the first period. 


Dennis Hextall had two of the early 


goals and added a third later. He also 
assisted on another Minnesota goal for 
four scoring points and a club record 74 
points for the season. 


Bill Goldsworthy and Dean Prentice 


added two goals apiece for the North 
Stars and Eddie Shack had two for the 
Penguins. 


Minnesota got some help" from the 


Carole Cowan, Applefon, slammed 
a 287 game and 682 series while 
bowling in the Hit 'n Miss League at 
the 41 Bowl Tuesday night. (Post- 
Crescent Photo) 


CONTINUING OUR 


GIGANTIC SKI 
SALE 
Everything 


In Stock! 


N 
O 
W 40 OF 


(Minimum Mark-up and 


Fair Trade Items Exdudtd) 


SELECTED 


FASHIONS 


NOW50% 
OFF 


0PENT0NI6HT&FR1DAYT1L13 


IN THE ARMORY 
. 


526 N. Comrnl, N*enob, 
J 


SPAPFRflRCHlVE®..- . 


Rangers, who tied Philadelphia. Both 
the Flyers and North Stars have 72 
•points, eight less than first place 
Chicago. 


Philadelphia earned its deadlock on 


Bill Flett's third period goal. Rick 
MacLeish had the Flyers' first goalwhile 
Walt Tkaczuk and Rod Gilbert had 
power play goals for New York. 


The Rangers got some help from St. 


Louis as the Blues knocked off Boston. 
That gave New York a four-point edge 
over the Bruins in the battle for second 
place in the East. 


Defenseman Ab Demarco, acquired 


from the Rangers last week, scored two 
goals for the Blues, one of them while 
killing a penalty. Chris Evans also had a 
shorthanded goal for St. Louis against 
Boston goalie Jacques Plante. 


Montreal ballooned its first place lead 


in the NHL East to 13 points by beating 
Toronto. The Canadiens' magic number 
for clinching the title is 11 points Any 
combination of wins or ties totaling 11 
points for Montreal or losses or ties 
costing the Rangers 11 points wraps up 
the crown for the Canadiens. 


Detroit exploded for three third 


period goals to defeat Atlanta. Defen- 
seman Thommie Bergman's second 
goal of the game snapped a 2-2 tie and 
then Alex Delvecchio and Mickey Red- 
mond added wrapup goals. Redmond's 
goal was his 41st this season. 


The victory combined with Buffalo's 


tie at California moved the Red Wings 
within one point of the fourth place 
Sabres in the East Detroit has played 
one less game than Buffalo. 


the GOLDEN HANGER 


Men's & Women's CASUAL WEAR 


Featuring LEVI's in ALL Sizes 


Downtown 
Appleton 


Nexf fo Sears 


Open Tonite 'til 9 


BOWLERS! LETUSPLUG 
YOUR OLD BOWLING BALL 


for Just $3 


We wilkplug your thumb hole, ad|ust your 
span ancf drill to give you a psrfsct fit Get 2 
FREE gomes too' 


for Just $7 


We will plug your boil and re-drill to give 
you a semi fingertip or fingertip grip. Get 2 
free gomes of bowling too 


PRO SHOPPE 


at SABRE LANES 


FINAL CLEARANCE 
SAVE 


ON ALL SKI MERCHANDISE. 


PRICES ARE GOING UP NEXT YEAR - 
UP TO 30% MORE. PRICES WILL NEVER 
BE THIS LOW AGAIN. SAVE ON SKIS, 
BOOTS, POLES, SKI TOURING, JACK- 
ETS, 
PANTS, SWEATERS and ACCES- 


SORIES. 


203 W. College Ave. 


BERGGREN'S 


ctO 
CL 


fa/hion 
loco-up/ 


Young minded Americans like 


what they do for their fashion image 


. . . crowd pleasers from the word go. 


Buy them at 


5 Different 


Color 


Combinations 


H9.99 


No. 251 


CALUMET 


Appleton's Shoe Corner 


BOHL & MAESER'S 


201 - 203 N. Appleton St. 


Appleton - Wis. 


QUALITY FOOTWEAR FOR OVER 59 YEARS 


"Everybody complains about 
the weather but nobody does 


anything about it."-Mark Twain 


-American Motors 


ntroducing the AMC Spring Air Conditioning Sale. 


"Buckle up for Safety" 


Mow! Special prices on 73 Gremlins, Homeis, 
and Matadors—the lowest list priced factory air 
conditioned cars in Iheir class. 


Take our Hornet 2-door sedan, the lowest 


priced air conditioned compact During our spe- 
cial sale it lists for just $2498*. 


Or take our Matador, the family 4-door sedan 


with more front seat headroom and more rear 
seat legroom than anything ;n the intermediate 
class. H lists for $3053* with air conditioning. 


Or take the Gremlin, lowest priced air condi- 


tioned car built in America. U lists for just $2298*. 


And every AMC car is backed by American 


Motors exclusive Buyer Protection Plan. 


Which means if anything we did goes wrong 


with your new "73—we'll fix it. Free. 


'Hurry! Our Spring Air Conditioning Sale ends 


soon. See your AMC dealer today. And do some- 
thing about the weather. 


AMC n Gremlin Hornet Matador 


AMERICAN MOTORS BUYER PROTECTION PLMiFI 


I A sample, strong guarantee. 


When you iruy a new 3973 car from an American Motors 
dealer. American Motors Corporation guarantees to you that, 
*iccpt for tares, it -will pay for tJw repair or rcplaremeni •of 
any part it <aapj>lje<; that is defective in material or •* orkman- 
ship "ITiis guarantee « pood for 12 Tnonths from the d»te Ihc 
ftr is firet used «• 3ZOOO miles, •whichever comes first. AH 
•we require is that the car be properly maintained and cared 
lor under normal »oe and service m the fifty Umt/ed States or 
Canada, and lint (juaranteed repairs or replacement be made 
by an American Motors dealer. 


2. A free loaner car from almost every -one of (rat 


dealers if guaranteed repairs lake overmpht- 


3. Special Trip Interrupticm Protection. 
•*. And * toll free hot line to AMC Headquarters 


•Price comparisons based on manufacturer's suggested list prices of vehicles eqi Ipped wiih «a«ory air. stale and local taxes, destination charges, other options excluded Prices subject to change witnout 
notice. 
., ........ __________ .................... ._ 
_^____________ 
- 


SEE YOUR AMC 


1850 W. Wisconsin Ave. 


- WHERE YOU GET A GOOD DEAL AND A GOOD DEAL MORE. 


Appleton, Wisconsin 


VWSPA.PERI 


Headed for big race 


Ken and Jacque Konop, husvand and wife 
snowmobile racing team from Brillion, are 
headed for the World Series of snowmobiling 
to be held this weekend at Malone, N.Y. At 
the left, Gene Loose is congratulating Ken 


while at the right, Jim Meyers is wishinc, 
Jacque good luck in the race. Loose and 
Meyers are partners in the Potter Sports 
Equipment firm which sponsors the Konops. 


Konops enter Snowmo World Series 


BRILLION —Ken and Jacque Konop, 


310 Cleveland St., will both again be 
piloting their snowmobiles around the 
curves in a bid for the World's Cham- 
pionship this weekend. 
.The Konops both qualified in the 


Central Division to participate in the 
USSA World Series of Snowmobiling at 
Malone, New York, approximately 60 
miles south of Montreal, Canada. 


The race is invitational and features 


the top 10 drivers in each class from 


each of four divisions. The Central 
Division includes the area from North 
and South Dakota to Ohio and Indiana, 
including Wisconsin. 


Jacque Konop, a pretty brunette, 


ranks fourth in the division with 221 
points. She will race in Women's 
MOD-I class and qualified last year in 
"A" stock. 


Ken Konop ranks sixth in the Central 


Division with a total of 703 points. He 
will race in the MOD II class and has 
qualified for the Series each year since 


Chisox waive holdouts 


-SARASOTA, Fla. (AP) — General 


Manager Stu Holcomb of the Chicago 
White Sox had a solution for part of his 
holdout problem Wednesday. He asked 
waivers for the purpose of uncondit- 
ional release on outfielder Jay Johns- 
tone and infielder Ed Spiezio, both 
holdouts. 


If unclaimed in a five-day period, 


either may be signed by another club for 
one dollar. 


"We felt we had waited long enough," 


was Holcomb's terse explanation of the 
sudden announcement. Stan Bahnsen, 
outfielder Rick Reichardt and infielder 
Mike Andrews are the club's remaining 
holdouts. 


'Holcomb said that he may invoke the 


renewal clause in the case of the three 
remaining holdouts, who must be not- 


ified by Saturday that they are getting 
contracts for a specified salary. 


Holcomb said he would put in such 


contracts the latest negotiating figure 
offered. In the case of Bahnsen, it would 
call for a raise of "more than 50 per 
cent," according to Holcomb. 


Bahnsen, who had 21-16 record last 


season, reportedly is asking 575,000 
against an estimated Sox offer of about 
$65,000. 


In the cases of both Reichardt and 


Andrews, Holcomb is trying to get them 
to settle for salary reductions. And these 
would be reflected in the possible 
renewal contracts. 


Johnstone was facing a pay cut after 


a sub-par 1972 season. Spiezio, a fill-in 
for injured third baseman Bill Melton 
last season, was asking for a raise. 
Melton reportedly is back in top shape. 


NBA telecasts at issue 


NEW YORK (AP)—The 


Columbia Broadcasting System must 
show cause March 13 why the National 
Basketball Association should not be 
compelled to enter into good faith 
negotiations with American 
Broad- 


casting Company Sports, Inc. 


State Supreme Court Judge Wilfred 


A. Waltemade signed a show-cause 
order Wednesday. 


ABC filed a suit earlier in the day 


asking that the NBA's 1973-74 contract 
with CBS be declared null and void. No 
formal contract has been signed but 
ABC charged that an agreement has 
been made with CBS pending a turn- 
down by ABC of a contract that is 
unacceptable and offered "not in good 
faith." 


The defendants were also directed to 


explain why they, pending trial and 
determination, should not be barred 
from entering into or performing any 
agreement between the NBA and CBS 


for the telecasting of NBA games during 
the 1973-74, 1974-75 and 1975-76 
basketball seasons. 


East pep rally set 


Appleton East will hold a big pep 


rally for the Patriot basketball team at 
2:30 p.m. Friday in the East gym. The 
entire school will be involved in various 
portions of the rally. The regional 
tournament trophy, which East won 
last weekend, will be presented to the 
school. 


Archery results 


Howie's Men. Eagles 
Fox Tire Co. 
Burger Chef 
Midway Archery Lanes 
Greyhound Appleton 
Fox Vol. Aquarium 


W L T 
47 20 1 
39 29 
37 31 0 
33 34 1 
24 
43 1 


22 45 1 


High team series: Howie's Mencsha Eagles, 


1,147-1,200. 


High men's series: Darwin Johnson, 291-300. 


THINK BOATS! 


Spring is coming. Get our best deal 
now' Check these quality lines; 


•SIGN A 
•YAR CRAFT 
•McKEE 


FORT FREMONT 


Sports/Marine 


2 mi. 5. of Fremont on Hwy. 110 


Ph. 446-3220 


MILE 


W**k-«nd. Weekly and Monthly R«»ts Available 


Cof' Jerry Camps 


LESSTUMP1FORD 


3030 W. CoU«f* Av«., Appl.ton 


733-6644 


PUBLIC NOTICE! 


I We have Closed Our Green Bay Retail 


J Store, and the entire Inventory of tires, tubes, 


retreads, used tires, snow throwers, and bike tires 
have been transferred to Appieton. 


! 
PRICED For IMMEDIATI LIQUIDATION. 


Over 1,000 TIRES 


will be offered for sale on a first come first served 
basis. Many discontinued tread designs, biems, 
change-overs with— 
SAVINGSUPto75% 


FREE MOUNTING 


TIME: March 8fh,9th, 3 Oth 
PIAGE: MATTHEWS TIRE & AUTO CENTER 


2930 W. College Ave., Applefon, Wis. 


3 Ways to Charge: 


• Our own Customer Credit Plon 
» Master Chorge 
• Bonk Amerioard 


its beginning in 1970. He took fifth 
place in "C" stock in 1970 and in 1971 
won the World's Championship in the 
"C" stock classification. Only six or 
eight have continued to qualify each 
year since the World Series originated. 


The Central Division includes all but 


one of the factory racing teams, making 
competition very stiff. 


The 1972-73 racing season began on 


Dec. 1 and closes with the World Series 
event. The Konops estimate they have 
traveled approximately 5,800 miles and 
paid a total of S1.066 in entry fees. Cost 
of the two sleds was S3,000 and another 
$500 has been spent for parts and 
equipment. 


Each race involves about 10 hours of 


mechanical preparation, two to three 
hours of testing and from 6-12 travel 
hours. The Konops service their own 
machines at the races without the aid of 
a "pit crew." 


They have raced this season at Fond 


du Lac, Milwaukee, Shawano, Antigo, 
and Houghton. However, some races 
such as Eagle River present a problem 
because they involve three days of 
racing and conflict with other obliga- 
tions. Ken is the principal at Reedsville 
High School and Jacque teaches Ger- 
man and Chemistry at Brillion High 
School. 


Why snowmobile racing? Jacque ad- 


mits that original interest was because 
of her husband, but now has become 
her very own. Auto racing had long 
fascinated Ken, who found the costs 
prohibitive. "I just co.uldn't afford auto 
racing and then this came up and we 
got some really fine breaks," he com- 
mented. 


Ken has had a few injuries, although 


they have been minor. 


The Konops are sponsored by Potter 


Sports Equipment, Potter. 


Don't wait another day... 


Order Your New 


SCHWINN 


BICYCLE 
NOW FOR SPRING 


Appleton Bicycle Shop 


121 5. State St. 


WHEEL HORSE 


CLEARANCE SALE 


PACKAGE DEALS 


14 HP AUTOMATIC Garden Trqc- 
tor with 37" Snowthrower, chains 
and 42" Mower. 
Reg. '1911.00 
SICTCOO 


SPECIAL at ............ \JIJ 


12 HP — 8 SPEED Garden Tractor 
with 37" Snowthrower, chains and 
42" Mower. 
Reg. '1641.00 
S1OOCOO 


SPECIAL at .............. \3LJ 


10 HP AUTOMATIC Garden Trac- 
tor with 37" Snowthrower, chains 
and 36" Mower. 
Reg. *1 666.00 
S 1 O T JC 00 


SPECIAL at ............ I O / J 


8 HP AUTOMATIC Garden Tractor 
with 32" Snowlhrower, chains end 
36" Mower. 
Reg.*970.00 
$QAfiO° 


SPECIAL at ................ O UV 


COMMANDO 800 Garden Tractor 
wath 32" Snowthrower, chains ond 
36" Mower. 
Reg. '1093.95 
SQCftOO 


SPECIAL at ................ 7 J V 


TRAILBLAZER 


SNOW THROWERS 


SHP26"Cot 
SOI COO 


Reg. '389.00 ..... SALE: OU 
7HP26"Cut 
Reg. '429.00 
SALE . . 


SALE PRICES on Riding Mow- 
ers, Elec. Mowers, Dump Carts, 
Rollers, Lawn Sweepers. 


SAVE MONEY, SHOP NOW. 
MEYER 
Supply Co. 


1 933 W. Wisconsin Ave. 
Appfeton- 739-8441 


Thursday, March 8, 1973 
TH. po,i-Cr.Ktr,t, APPi..on.Nt«m,h.M.no.ha, wi». 
B-'l 4 


Jim Binversie cracks 693 series 


Jim Binversie put together three 


consistent games for a 693 series to 
come within seven of a national honor 
count in the Twi-Lite League at Sabre 
Lanes Wednesday night. 


Jim rolled lines of 225,235,233 for the 


leading series. 


Gary Yohn took a share of the Twi- 


Lite honors with a 238 singleton and he 
finished with a 616. John Binversie had 
578, 
Glen 
Neumeyer and 
Ves 


Gregorious each had 575. 


Erv Hartman hit a 246 game and 655 


series for high counts in the Fox Valley 
Classic League at Lakeroad Lanes, 
Neenah, Wednesday. Vern Slife had 
246-225 for a 631 series while Bob 
Whitcomb had 232-648, Bob Parenteau 
239-628, Willie Karnopp 227-622, Arlyn 
Pues 243-622, Cliff Hoppe 244-621, Kayo 
Kruse 235-614, Jim Lucas 228-610, Clay 
Douglas 237-609, Bill Herbst 227-604, 
Mike Simonis 585 'and Jim Boegh 
244-590. 


Joe Lopatynski had a 644 series with 


games of 235 and 232 in the Fraternal 
League at Hahn's Lanes last night. 
Larry Pochat also had a 235 count while 
Bill Bogen hit 228-600, Norm Joecks 
590. Jim Hauert 577 and Lew Precourt 
576. 


Uhlenbrauch hits 631 


Ken Uhlenbrauck had a 631 series 


while Bruce Henning hammered a 238 
line and 621 series in the Industrial 
League at the Super Bowl. Fred 
Plamann had a 601 line, Dale Timm 595, 
Steve Cullen 590, Al Kohl 589, Don 
Bielke 587, Mark Catlin 586, Ken 
Plamann 235-583, Don Larson 575, Tom 
Sullivan 225 and Hank Moder 236. 


Stan Penkala blasted a 267 game and 


Bears obtain 
Matlock, Beard 


CHICAGO (AP) —The Chicago Bears 


claimed two Buffalo Bill players, center 
John Matlock and offensive tackle Tom 
Beard, on National Football League 
waivers Wednesday. 


Beard, an eighth-round draft choice 


by the Denver Broncos in 1971 and then 
traded to Buffalo last year, played in 12 
games for the Bills last season. Beard is 
a 6-foot 6, 280-pound graduate of 
Michigan State. 


Matlock, 6-3, 250, originally was 


signed as a free agent by the New York 
Jets in 1966 after starring for Miami of 
Florida. He went to the Cincinnati 
Bengals in the 1969 expansion draft and 
also played with the Atlanta Falcons 
before joining Buffalo last season. 


Matlock started at center in 11 games 


fc -:he Bills last fall. 


'624 series for high in the Banta NFL 
League at Sabre Lanes. In the high 
game, Stan had nine pins, then nine 
strikes in a row and a spare to finish. 


Ken Theis slammed a 245 game and 


Fran Williamson hit a 620 series in the 
Super Bowlers League at the Super 
Bowi Wednesday. Theis finished with 
604 while Tom Winter had 229 and 
Steve Langlois 225. 


Dennis Braun blasted a 257 game and 


Jim Stammer had a 609 series to divide 
honors in the Merchants League at the 
41 Bowl. Braun finished with 597 and 
Earl Schmidt hit 600, Ed Holtz 591, John 
Borree 585, King Huettl 580, Arnie 
Beyer 235-579 and Jerry Storzer 577. 
. Gary Lutz had a 609 series and Stan 
Prue rolled a 232 game and 600 total in 
the Kimberly Classic League at Jerry's 
Lanes last night. Frank Kroiss hit 597, 
Cliff Sanderfoot 586, Joe Van Cuyk 578 
and Jerry Thiel 576. 


Don Brinkman blasted a 234 game 


and Bob Currie had a 609 series to share 
honors in the Veterans League at the 41 


Bowl. Wayne Rehmer rolled 607, Des 
Schade 580, John Meixl 230-588, Frank 
Breuer 586, Al Kuester 582 and Ron 
Bunkleman 576. 
Don Remter rolled a 235 game and 


598 series for top counts in the Fox 
Valley Men's League at Sabre Lanes. 
Clarence Kuehl cracked 588, Pete 
Krueger 582 and Dick Mittlestadt 584. 


Gary Knaack and Earl Hoffman each 


had series of 593 for tops in the Com- 
mercial League at the Super Bowl. 


Jerry Brown had a 236 game and Bill 


Hendricks rolled a 581 series in the 
Legion League at the Little Chute 
Recreation Lanes last night. Bob 
Promer rolled 225, Jerry Hietpas had 
578 and Joe "Red" Reynebeau 575. 


In the Black Creek Major League at 


R and R Lanes, Tex Techlin hit a 612 
series, Frank Merson had 610, Terry 
Westphal 600, Tiny Kitzinger 592 and 
Milo Rettler 586. 


The Continental League at Jerry's in 


Kimberly was led by Jerry Thiel with a 
578 series and Frank Kroiss Jr. had 575. 


Junior tournament to open 


The nation's largest junior bowling 


tournament, the eighth annual Wis- 
consin Junior Bowling Association 
Team Championships, will get under- 
way Saturday at Sabre Lanes. 


Special opening ceremonies will be 


conducted at 9:45 a.m. Saturday prior 
to the first squad's participation at 10 
a.m. 


Chuck Hall, national director of the 


junior bowling program, along with 
state and local dignitaries will be on 
hand for the opening ceremonies Sa- 
turday. 


A total of over 1,200 teams will par- 


ticipate in the tournament which runs 
on weekends, through Mar 13. Squad 
times will be 10 a.m., 12:45 p.m. and 3:30 
p.m. on all dates. 


There will be three divisions, based 


on team average, for both boys and 
girls. Trophies will be awarded to 
champions in each division. 


Ken Gradl, Appleton, state junior 


bowling director, is in charge of the 
tournament. 
Bobcats beat 
Copper Country 


CALUMET, Mich. (AP) —The Green 


Bay Bobcats defeated the Copper 
Country Chiefs 10-7 in U.S. Hockey 
League action Wednesday. 


Edward Chestolowski scored three' 


goals for Green Bay (23-15-2) and Bruce 
Coppo had three for the Chiefs. 


Pool results 


Lady Hustlers 


Trail Inn (34-38) beat Dot & Joan's (30-42), 7-2. 
Triangle Top («-30) beat Jack's Rose Hill (41-31),- 


6-3. 


J & J Corral (42-30) beat Mark & Ruth's (33-39), 5-4. 
Dave & Avis' (33-39) beat Watry's (23-49), 6-3. 
Club 143 (43-29) beat Patty & Bob's (19-53), 8-1. 
Rendezvous (37-35) beat Bob's inn (35-37), 6-3. 
Lee & Sandy's (40-32) beat Schuler Shack (34-38), 


4-3. 


Home Tavern (48-24) beat Mike's (42-30), 5-4. 


WE DON'T MEET COMPETITION, 


WE ARE THE COMPETITION! 


104 CLYBOURN ST., NEENAH 


PHONE 722-4267 


Open Every Night 


BILL'S SPORTING GOODS - On Main St., IOMIRA, WISCONSIN 
Inventory Clearance Sale 


GUNS 


Weatherfay MK.V300W.Mog. cnTnoo 
Reg. -349.00 
Now LI 7 


Weotherby Potria'on 
S t * nno 


Pump, Rib. Reg. '179.00 ...Now I *f 7 


$4650 


100 


$84°° 


Ruger 10/22 22 Rifle 
Reg. '56.50 
Now 


Ruger 77 Bolt Action Rifle. 
tirtjot 


All Calibers 
Now I 24 


7MMMag. &30-06Alpine 
c, , rnn 


Mauser. Reg. '145 
Now I I 3 


Dickson 12 & 20 Ga. Doubles. 
, 


Reg. '134.00 
Now' 


Dickson 10 Ga. Doubles. 
, - - —M 


Reg.'lS9.OO 
Now I I / 


Browning BL 22 Lever 22 
Deluxe 
Now 


Winchester NRA Centenniel 
c i n J ot 


94 Rifle, 30-30 
* 1 24 


Plainfield M-l Carbine 
~_ ..,-. 


Reg. >99.45 
Now *74 


MarlinMod. 12012Ga. 
sun9S 


Mag. w/Vent Rib 
Now I I 7 


Marlin Model 39A 22 
en r 


Lever. Was '109.50 
Now OJ 


Rem. 870 TB 
(Trap) 
Now 


OVER 1000 GUNS IN STOCK 


NEW AND USED FROM 


S15°°tos187000 


COMPLETE GUNSMITHtNG SERVICES 


$168°° 


FISHING TACKLE 


Jiffy Ice Drills, 8" 
Drill 
Now 


North winds Ice 
Shanty.. 
NoW 


25% OFF ON ALL ICE JIG 
POLES, BAIT* ACCESS. 


Shakespeare 7500Sp!na»t 
Reel, 15 Ib. Line 
Now 


Shakespeare 1766Spincast 
, 


Reel, 15 Ib. line 
Now" 


Shakespeare 2062 
> 
, 


Spinning Reel....™ 
™.....Now" 


Mitchell 440 High Speed 
Auto. Spinning Reel 
Mitchell 300C Spin Reel 
•with Roller Bearings 
, 


Rapola Filet Knife 
, _„, 


Reg. '3.95 
Now *2 5 


PrnkLody'i 
SI 90 


Site O .._„_ 
J. 


life 
SO9J 


Jackets 
. 
. 
..-,._. -i 


S89°° 


$750 


I 


75 


...S24SO 


...S26M 


20%OFFONAUBAn3 


10% DISCOUNT ON AU RODS 


TROLLING MOTORS 
& FISH LOCATORS 


Lawrence 300 to-X-Tor. 
< i n ADO 


Seg '149.00 _______________ .Now 1/7 
lo wrtmce 110 to-X-Tor. 
S £ ADO 


Seg. 'BB.OO _________________ -Now O7 


Kt?fpfctTt Sconrnostpf, 
* * /Vffc 


Reg. '149.00... ..... . ....... .....Now I U7 
Shalcetpeare RC-1 Re 
rVtollTrollmg 


Shokeippore 606 
Trofling Motor .— 
9097n>1ling Motor. 
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Remington 1100 20 go. 
S1TT 


Mag., Rib. Reg. '234.95 
Sole I / J 


Rem. 110012*20go. 
Mag. P.B. Reg. '209.95 
Sale 


Rem. 
U 00 L/W 2O ga. 


Mag., V/R, Reg. '244.95 
Now 


Rem. 760, 270130-O6. 
Reg. *155 
Now 


Rem. 742 Auto. 243 £ 6MM. 
Reg.'179.95 
Now 


00 


50 


$189 


$129°° 


Rem. 700 Varmint Rifles, 
11 n n 


All Cal. Reg. '189 
Now I Z7 


Rem. 700 
__„. 


Bolt Action 
_,AII Z J /OOFF 


DAISY BB GUNS ON SALE 


Ithaca500O'U (7) 
SOOCOO 


Reg. '299.00 
Now ZOJ 


Ithaca 6OO Held (5) 
Reg.'369.95 
Now 


Ithaca 600 O U Trap Mod. 
Reg. '384.95 
_ 
Now 


Ithaca 66 Super 20 ga. 
SOT50 


Sling. Reg. '44.95 
Now O/ 


Ithaca lOODble. 12 & 20 ga. 
S1TCDO 


Reg. '214.95 
Now I / J 


H*R 45-70 Cavolry Model 
c,««nn 


Reg. '150.00 
Now * 1 28 


S25995 


S27495 


Muzzle Loader 
^r7 


Browning Deluxe 30-06 
S1ODOO 


Auto.Reg. '249.50 
Now I TO 


Browning Std. 
S1 O COO 


308 Auto 
I O J 


Browning 20 ga. 
SntJso 


L/W. Vent 
*2 I 4 


BrowningT-Boll 22 
., -„ 


Grade I.Reg V2.50 
Now 64^ 


BrowningT-Bolt22 
SO4SO 


Grade II. Reg. "97.50 
New 
54 


Browning O U 20 gc, 
tonT 


Skeet.Reg. '525 
.Special 3V/ 


Browning 300 Mag. Del. 
tit l n 


Auto. Reg. '268 
Now Z I 7 


Brownings from 22's to 4S8Mog. 
SPORTSWEAR 


Large Selection of Goose 
ond Duck Dawn Shirts, 
Vests, Jackets, 
SI OOO 


and Coot, ______________ * I Y "" 


Duxbck Chornois Shirrs, 
All Colors. Reg. *9.75 
Hooded Insulated Sweat- 
t 


shirts. Zip Front ................... „.. ____ ...4 
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Trap Vests _ 
Sab Allen Shooting 
Shirts 
"MtdwesV Snowmobile Suits 


..-From 6 


$795 


. 
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MANY OTHER JTEMS- 
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HUGE SAVINGS! 
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Goose Decoys,. „ 
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Duck Decoys 
_ 
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„ 
„ 
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Owl Decoys 
_ 
„..*!. 19 Eo. 
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Mec 600 Jr. 12 ga.—Now.... 
...S385° 


Mec Super 650-Now ...................... S77M 


Rem. Bullets _____ ................. All 40% OFF 


Sierra Bullets ........................... 40% OFF 


Rem. Brass ............................. _.40% OFF 


Nosier Bullets ............... „ .......... 1 0% OFF 


Rem. 97 Primers 
Rem. Rifle * Pistol 
Primers 
............................. 
Per 10OO 


Remington RXP Power Pistons 
cr« 


=29930 -------------- Special Per 1000 5 
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USED SHOTSHEU. LOADERS 
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S8"perM 
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BOOTS 


Browning Waterproof Ins. 
<nrnn 


Reg. '39.00 
Now *26 


Weinbrenner Hiking 
cisnn 


Boots. Reg. '22.50 
Now I O 


Servus Waders, Insulated. 
tnocn 


Reg. '36.50 
Now >33S° 


Chippewa Waterproof, Ins. 
cm nn 


Reg. '44.00 
Now 31 


i 
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MISCELLANEOUS | 


Winchester 22 Long 
Rifle Wildcat 
500 for *6 


Co. Sticks 
*2" 


WD-40 16 oi.-Reg. *Z10 
'I" 


Voit Volley Ball Se! 
»8" 
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_ 
_.*6* 


Del Croquette Set 
'17s0 


BASEBALL GLOVES. DUFFELS, TRAPS BAS- 
KETBALLS AND lOTs OF OTHER ITEMS. 


CAMPING & PACKING 


Himalayan n, 
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ond Frame. Reg. '34 
Now 


Himalayan *9 Pock 
t« r in 


and Frerme. Reg. '62.OO 
.Now 36 


HrmoJayan Sunbird, 
. 


PkPocViw Framet 
_^n>m I I 


fL7±9 
JromnS*5 


Folding 
CampCots 
Now O*S 


Fir* 


Sp«ial Folding 
Camp Stools. U.g. «3.SO 
.Now 


Aw Mattress 
Conve-rse.._ 
S750 


COMPLETE STOCX OF STOVES, TENTS 
HEATERS, FREEZE DRIED FOODS WiND 
RIVER TENTS BY BROWNING. lOffj OF 
JTEMS TOR THE CAMPER AND PACKER 


SALE ENDS MARCH 31 1973-AH Goods Are Subject to Prior Sale 
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BILLs 


SPORTING GOODS 


Phone 269-4414 
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Knicks crush 76ers 
Nefs overcome deficit 


BY THE ASSOCIATED PRESS 


How does a basketball team come 


back from a 23-point deficit? Garbage 
shots, defense and hustle. 


That is the way the New York Nets 


described their 91-89 comeback 
American Basketball Association vic- 
tory over the Kentucky Colonels Wed- 
nesday night. 


Coach'Joe Mullaney of the Colonels 


had some other ideas. 'The Nets were 
atrocious, and we kept up with 
them."Kentucky won the turnover 
battle 28-21. 


"We have never become the defensive 


team we should be, Mullaney said. "We 
are constantly doing things to give up 
the ball." 


Mullaney, in a rage after the loss, 


chided Artis Gilmore for not playing 
defense and allowing the other teams 
'center to get the ball without any 
resistance. 


In other ABA action, Indiana stopped 


Memphis 122-114, Utah eased past 
Carolina 128-112 and Denver edged 
Dallas 116-111. 


In the National Basketball Associat- 


ion, New York crushed Philadelphia" 
120-94 and Cleveland beat Houston 
118-100. 


Battle of the sexes 


"When you are ahead by 20 points at 


the half, I guess you aren't supposed to 
say anything/'Mullaney said. 


Losing 51-28 at one point in the 


second half, the Nets staged an amazing 
comeback and finally tied it at 85 with 
4:07 to go on a jump shot by Billy Paultz. 


George Carter's field goal gave the 


Nets the lead 89-87 with 28 seconds to go 
and Gary Gregor's two free throws with 
eight seconds left iced the victory. Dan 
Issel scored at the buzzer for the 
Colonels. 


Carter and Lackey each had 20 points ' 


for the Nets while Paultz added 19. Issel 
scored 25 for Kentucky while Louie 
Dampier added 24. 


Walt Frazier scored 28 points and Bill 


Bradley added 22 to lead the New York 
Knicks over the Philadelphia 76ers in an 
NBA contest. 


The game was close just before half- 


time, but the Knicks scored eight 
straight pointsand then Frazier sunk 10 
of his points in the second half to make 
the game a rout. 


The Cleveland Cavaliers ripped off 12 


straight points at the end of the first 
quarter to take a 28-24 lead and went on 
to trounce the Houston Rockets. 


Paper Institute will 
focus on environment 


Thursday, March 8, 1973 
Th»l»<»»l-Cr«w»nt, Appl*ton.N*tnah-M*no»ho, Wit. 
B-l-5 


Mrs. Court will ploy Riggs 


SAN DIEGO (AP) —The tennis battle 


of the sexes between Margaret Court 
and Bobby Riggs will have an unusual 
payoff—if Mrs. Court wins. 


Women broke .away from the men 


and formed their own pro tour because 
they weren't able to compete for as 
much money. 


Mrs. Court, who accepted Riggs' 


challenge Wednesday to play him April 
28, could win 510,000 in the winner- 
take-all match. Riggs, who's putting up 
half the purse, actually would win just 
the 55,000 put up by San Diego Country 
Estates, site of the match. 


"It'll be fun to try" to beat the 55- 


year-old Riggs, Mrs. Court said. "I'm 
going to have a good go at it, I've only 
seen Riggs play in the veterans 


(division) at Forest Hills and I have no 
idea how I'll do against him." 


The Australian, 30, has won 13 of her 


last 14 tournaments against women. 
She accepted the challenge after Billie 
Jean King declined. 


Riggs, Wimbledon champion in 1939, 


lives in Newport Beach, Calif. He plays 
exhibitions and competes in senior 
men's tennis events. 


"At this stage of my career," he said, 


"it will be most satisfying to play the top 
woman tennis player." 


The match will be best-of-3 sets and 


utilize the pro tie-breaker system. 


In issuing the challenge Feb. 21, Riggs 


said he wanted to give women z chance 
to prove they can play at a level with 
men. 


Jim Harding resigns as 
Detroit's cage mentor 


DETROIT (AP) — Jim Harding 


resigned Wednesday as head basketball 
coach at the University of Detroit sayi- 
ng, "I feel my job has been completed, 
and I have accomplished all I can at the 
University of Detroit." 


I Harding's resignation is effective July 
Hvhen his fouryear contract expires. He 
declined to elaborate on his decision, 
and did not announced his future plans. 
: "I'd like to stay in basketball in some 
capacity. I have nothing definite in mind 
at this moment. I would listen to anyone 
that would be interested in me," he said. 
- Harding said there was no conflict 
with school officials behind his resig- 
nation. "I was given everything here I 
was promised," he said. "It was strictly 
a personal decision based upon what's 
best for me." 
'. The coach said he told school officials 
of his decision Saturday in Pittsburgh, 


the day before Detroit lost to Duquesne 
to finish its season with a 16-9 record. 


In Harding's four years, Detroit 


improved from a 7-18 mark in 1969*70, to 
19-12,18-6and 16-9records. His over-all 
collegiate coaching record of 147-70 
ranks him 13th in winning percentage 
among active coaches, school officials 
said- 


Harding, 43, eame to Detroit in April 


1969 after being fired as head coach of 
the Minnesota Pipers of the American 
Basketball Association. 


Earlier, he coached college teams at 


Loyola of New Orleans, Gannon, Pa., 
and La Salle. 


During Harding's first season here, 


his players staged a brief walkout 
complaining practices were too long. 
Harding refused to compromise and the 
players returned. 


Top-seeded Chris Evert wins 


: DALLAS (AP) —Chris Evert, the No. 
1 seed, took just 39 minutes Wednesday 
to give a tennis lesson to the 15-year-old 
daughter of the namesake of the 
Maureen Connolly Brinker women's 
tennis tournament. 


Local favorite Cindy Brinker, a 


surprise qualifier for the 537,000 event, 
tried to match 18-year-old Miss Evert's 
flawless baseline play but failed to win a 
game and was defeated 6-0, 6-0. 
ARD results 


High School tourney 


Buddies M, Kruwer's Keg 50 
LS—Joe Dollmonn 11 (B); Gory Lemons 14 (KK). 
B. Stars M, Clits 30 
LS —Bob Buss W (B); Floyd Harvey 12 (C). 
Lokers 44. Lowenbraus 42 
LS — Russ Anderson 17 (La); Dan Geord 12 fLo). 


9th Grade tourney 


Bummers 43, Celtics 42 
LS — Fredrick* 12 (B); UoPierre 20 (C). 
Aqualungs 55, Dirty Dozen 20 
LS — Krueger and Frail ins 14 (A); Mavefsky 10 


(DD). 


A. A. American 


Aspleton Posers 
20 29 25 
20—94 


Jenkel Oil 
10 
« 18 
«—40 


LS —Pot Gorvey 22 tAP); Bob Krueser 14 (JO). 


Home Savings 
18 1« 16 
14—W 


PCA 
16 12 10 16-44 


LS — Bob Jones 23 CHS); Tom Moves 34 (PCA). 


IPC 
16 20 18 16-70 


Pino Hut 
10 13 14 14—51 


LS — Roger Holcomb 18 (IPC); John Springers 14 


(PH). 
PeoHer Towing 
16 12 13 23—68 


Crystal Cbond. 
1 4 4 8 14—42 


LS —Tom Loniora 31 (PT); Mike Kluek 24 (CO. 


Maritime 
14 1» U 12-61 


Denny's Ltd. 
18 17 10 12—57 


LS —Rick Manogan 18 (M); Denny Nodolf 28 (D). 


Mike's T * C 
20 12 10 17-49 


Aihmon Jus. 
14 IS 11 IS—SS 


LS — Denny Manneboch 24 (M); Jett BescDta 16 


(AD. 
V.kiOBS 
2 
S 
2 
S—17 


Hawks 
5 - 4 4 
3-4« 


LS —Mark Kirslins * (V); Sctiemm 7 (H). 


Rebels 
* 
S 2 !fr-W 


Celtics 
J 
« 
7 
7—28 


LS —Otto •> (R); Craig Sternbosen 10 (C). 


AauDhmgs 
I 13 10 3-39 


SJClftrtJI 3Vll 
^ 
4 
?0 
•$**—£& 


LS —Wayne FrtimuTh it (A); Dennis Grtrves S (S). 


Bombers 
13 
9 22 14-SB 


Buddies 
19 11 10 
7—47 


US —Curty Anderson 20 (Bo); Ramdy Verbrten 17 


IBu). 
B Stars 
21 22 70 2B-« 


Pur. Pe«. 
S 
A 3 10-32 


LS — Bob 8ms 35 (B); BiH Ntttrtoven ? IPPE). 


Rolling Stones 
* 1* K l*-ft 


Running Gum 
4 
t IS 34—41 


LS — LtRor Wotusiak 14 (RS); Jo* Rossrneissl 10 


<RG). 
Sodbvsters 
11 
» 12 12—44 


Ufters 
J 
C 14 21-40 


IS — Reinders 14 <S5; Dav* Cbompeou 12 (L?. 
Rain hampers Brews 
Davis still unsigned 


SCOTTSDALE, Ariz. (AP) — Rain 


chased the Milwaukee Brewers indoors 
Wednesday while infielder Brock Davis 
paid an unsuccessful visit to General 
Manager Jim Wilson in search of con- 
tract accord. 


But the 30-n.inute presence of Davis 


rnarked the first time the American 
League dub's entire prospective 1973 
roster was under one roof. 


Davis, who batted .318 as a Brewer 


pinch hitter last season, is the last of the 
club's contract holdouts. 


"It was a great experience," said the 


loser who has almost no experience in 
women's tournaments. "It's good to 
play the best, and Chris is a beautiful 
player, a great player." 


It was a perfect day for the Fort 


.Lauderdale, Fla., Evert family, as father 
Jimmy watched Chris' 15-year-old 
sister, Jeanne, come from behind to win 
her first round match over Becky Vest 
of Jackson, Miss., 5-7, 6-1, 6-4. 


Bank president 


Stanley Severson, above, has 
been elected president of the 
Neenoh West Notional Bank, 
succeeding J.W. Schmid, who 
resigned. Severson is a native of 
Neenah 
and 
a 
Lawrence 


College graduate. He is a vice 
president of the Geo. Banta Co. 


Gibbs loins Cards 


FAYETTEVILLE, Ark. (AP) — Joe 


Gibbs has resigned as offensive line 
coach at the University of Arkansas to 
accept a coaching job with the St- Louis 
Cardinals of the National Football 
League. 


Gibbs, 3Z joined the UA staff in 1971 


after spending two seasons as offensive 
line coach at the University of Southern 
California. He was an assistant coach at 
San Diego State in 1965-66 and an as- 
sistant a Florida State University in 
1967-68. 
Prosefc, McGuire lead bowlers 


Rack Prosek fired a 1S9 game and a 


2-line set of 339 to pace the Appleton • 
, YMCA National Boys Bowling League, I 
i Tom iMcGuire set the American League ' 
pace with a 153 and a 272. 


j 
The team leaders are Monza GT in 


j the NL and the Javelins in the AL. 


The paper industry's part in protect- 


ing the environment will be the theme 
of the annual Paper Week meeting of 
the American Paper Institute next 


in 


Courts 


Jean Kamys, 46, 1919 N. Nicholas St., 


was fined $50 after she was found guilty 
Tuesday of shoplifting by Judge Nick F. 
Schaefer in Outagamie County Court 
Branch -2. 


A story in Wednesday's edition of 


The Post-Crescent incorrectly listed 
the defendant's name as Jean Kamps. 


A 26-year-old Chicago man pleaded 


not guilty to one count each of battery 
and disorderly conduct when he ap- 
peared Wednesday before Judge A. 
Don Zwickey in Outagamie County 
Court Branch 2. 


Elliot Kindness was arrested after a 


Tuesday night incident at a Seymour 
bar in which police said he struck 
Elmer R. Vande Hei, route 2, Seymour, 
and shouted obscenities at the arrest- 
ing officer. 


Vande Kei was taken to a Green Bay 


hospital for treatment of nose and 
mouth injuries. 


-Zwickey set bail at $150, ordered a 


bail study and continued the matter to 
Monday, when it will be taken up by 
Judge Nick F. Schaefer. 


Restitution totaling $206 was ordered 


paid by a 17-year-old Appleton boy who 
was pfacecf on six months' wupervision 
Tuesday for his part in the theft of $700, 
100 gallons of gasoline and a motor. 


Outagamie County Judge R. Thomas 


Cane of the Family Court said a volun- 
teer probation agent will work with the 
boy, who had no prior juvenile record. 


The money was stolen from the 


Robert Sedo home, 319 Casaloma 
Drive, last Nov. 4. The motor was taken 
Oct 11 from a cement mixer at Con- 
solidated Construction Co. and the 
gasoline was stolen from Air Wisconsin 
between Ccl. 4 and- Nov. 24. The boy 
also admitted damaging six fuel pump 
padlocks at the Air Wisconsin terminal. 


Two other youths will appear in 


Cane's court later this month on some 
of the same charges. 
Students plan for 
government day 


HORTONVILLE — Eleven students 


from the high school will represent the 
school Tuesday at Youth Government 
Day in Appleton. 


They are Joyce Peters, Tony Leeman, 


Toni Gruetzmacher, Ron Books, Patty 
Hanamann, Christine Collar, Joan Hof- 
berger, George Cuff, Kirk Pringel, Mary 
Sambs and Debbie Wall. 


Youth Government Day is designed 


to allow students to see how county 
government operates. 


Wisconsin eggs 


MADISON, Wis. (AP) — Wisconsin 


egg market Thursday: steady to firm; 
demand spotty; supplies adeqaute. 


Prices: grade A large 5214-54; mediums 


48-48. 


week at the Waldorf-Astoria Hotel 
New York. 


The four-day event is the 96th annual 


gathering of the paper industry and is 
expected to draw over 1,000 represen- 
tatives from API's 200 member com- 
panies. More than 90 per cent of the 
nation's pulp, paper and paperboard is 
produced by these companies. 


Edwin A. Locke, Jr., API president, 


said the convention will examine the 
accomplishments and challenges of the 
paper industry in such significant en- 
vironmental areas as air and water 
quality, solid waste management and 
recycling. 


Sen. Howard H. Baker, Jr., R-Tenn., 


who serves on several committees and 
sub-committees of the Senate dealing 
with environmental affairs will be one 
of the speakers. 


The first public presentation of a 


report, "Paper Recycling — The Art of 
the Possible, 1970-1985," will be given 
by the Midwest Research Institute of 


, Kansas City. The report, commissioned 
by the Solid Waste Council of the Paper 
Industry, is based on a year's research. 
The potential of waste paper as a 
recyclable material and its value as a 
resource for energy generation will be 
analyzed, along with the long-range 
fiber requirements of the industry. 


API's open industry forum on the 


environmental aspects of papermaking 
as seen through the eyes of a govern- 
ment official, paper company chief 
executive and international union 
leader will be held on Tuesday. 
Speakers will be Robert Fri, deputy 
administrator, U.S. Environmental 
Protection 
Agency; 
George 
H. 


Weyerhaeuser, president and chief 
executive officer of Weyehaeuser Co., 
and Joseph P. Tonelli, president, United 
Paperworkers International Union. 


On Monday the National Council for 


Air and Stream Improvement will 
report on the industry's air and water, 
expenditures and accomplishments 
through 1971. As part of the report, the 
council will publish, for the first time, 
information on solid waste disposal 
efforts and practices at the point of 
paper manufacture. 


On Tuesday, the industry will an- 


nounce the creation of a series of en- 
vironmental awards to be presented 
annually to paper companies. The 
awards will recognize 
the 
most 


noteworthy achievements on four 
major environmental areas related to 
pulp and paper operations: air pollution 
control, water pollution control, solid 
waste 
management, 
including 


recycling and forest management. 


During the four days, meetings will 


be held by 20 product divisions related 
to paper, paperboard and pulp. There 
also will be special committee meetings 
covering the full range of activities 
relating to the manufacture and 
marketing of paper. 


The American Paper Institute was 


formed in 1965 from 12 trade associa- 
tions. In addition to compiling and 
disseminating statistical information 
and researching scientific and technical 
problems, API represents member 
companies before appropriate govern- 
mental and other agencies and serves 
as a forum for discussion of matters of 
mutual concern to industry members. 
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Investment Trusts 


Sid Asked 


Allslote Fd 
14 26 
1S.33 


Sost Fd 
7.72 3.44 


Chem Fd 
11.47 


Eoton Ho««3rd 


Sol Fd 
1002 


Slk Fd 
13.56 


Fid Fd 
17.10 


Fid Trend 
34 6S 


F»d Coo 
12.SS 


investors Ororo 


SDSNwDrn 4*7 
.Mutual Inc 10.il 
^TOoresjJvc -«.S6 
Seiertive 
«.S8 


S1oc* Fd 
21.37 


Keviionc 


S-3 
=902 


Vtanhartan 
-fl zB 


Wild Amcr 
* Dl 


1*^54 


ID.^ 
15.15 
IB 69 
29.13 
13.7S 


J.2S 


11.32 
S2B 
1030 
10.18 
2322 


9S9 
S67 
•8.90 
4^7 


MIT 
MIT Gr 
Not Inv 
Newt Fd 
Puritan 
Potn Inv 
SI Am Sh 
Wis Fund 
Pru Svs 
Zieoler 
Mass C O 
larthcran 


12.24 
14.42 
9.56 


10.10 
10. *» 
9.31 
4.73 
1127 
10.42 
15.VS 
11. 1» 


1333 
15.74 
10 a 
13.13 
ll.W 
11.41 
10.17 
4S6 


12.31 
11.39 
17.43 
12.23 


Misc. Quotes 


Bid Asked 


A 3 Die* 
301» 30V 
Air Express 
Albany mil 
Amcr 7V 3, C 
Barrto. &eo 
Seioit Tool 
Sctastrom 
Brand Snsul 
Srrsiol 


3't 
13 
J8 
12 


•9 
t, 


3., 


35 * 
12 : 


*•« 


Camel Mta 
Coot Int 
Cent Comm 
Como Comm 
Oonners 
First Noll 
Gtw Trans 
Hyatt Coro 
1WC i'nt 
KellV Srvs 
Marcus 
Medline 
Mta Assoc 
Milw Pro 
Mob Arner 
A^vers Ind 
Newell Cos 
North C-entrol 
KW Tele 
Oskti B'Gosh 
Prretalr 
»ill A Pult 
"ost Coro 


2>I 
10' i 
2'.- 
11H 
39' r 
163* 
22' i 


'-g 


24' i 
15 
11 
17".- 
S'j 


20 
II1 7 
17'. 


13 j 
19 


7'B 


13s* 


5 


11-, 
Jl 
17'* 
23 


1 ? 


27' j 
153* 
15 
13 j 
4'* 


22 


!2V3 
IS 
•4k, 
la' i 
21 


7' - 


^S'^ 


Pott Ind 
31 
31' r 


Presto Prod 
13H !•«'•« 


SeorlePtd 
38>B 3»'t 


Tollev Int 
63-* 
7' 9 


Unicore 
2 
2Js 


Von Boncor 
20 
20'* 


WisP&L 
19'i 20'* 


Zieo'er Co 
11 
12 


Dow Jones 
Averages - 


At 10:30 a m. Aooleton 


industrials. 
*SO.Ji3 »il.45 


Tronsuorl 
198.12 -0.23 


Utilities 
HOD —0.06 


Volume 5.990,000 


Milwaukee livestock 


MILWAUKEE (AP) — Wednesday's 


cattle market closed strong to 1.00 
higher; good to choice steers 41.0045.50; 
good to choice heifers 38.50-44.00; good 
anolstein steers 41.50-43.00; standard to 
low good steers and heifers 38.0039.00; 
dairy heifers 36.50-37.50; utility cows 
35.00-36.50; canners and cutters 
28.90-34.00; 
commercial 
bulls 


39.00-41,00; common 34.50-38.50. 


Calves: Market closed! fully steady; 


choice calves 62.0074.00; good 
52.00-60.00; feeder bull calves 
76.00-90.00, feeder heifer calves 
80.00-10.00. 


Hogs: Market closed f uliy steady to 25 


higher; 
lightweight 
butchers 


38.00-39.25, top 39.75; heavy butchers 
36.50-38.00; Iightsows32.50-33.50;heavy 
sows 31.50-32.50; boars 28.00 and down* 


Legal Notices^ 


SEALED BIDS ON 


TWO % TON 


PICKUP TRUCKS 


ScoleO bids will be received try the Aoolelon Wcrter 


Commi»loniertiits«Tfice, IZSN.WolnulSi., ADOieion. 
IMS., uo lo 10:00 A.M.. CS.T.. Worth 20, 1973, for 
lurnterflng the lollowlno truck*: 


Two new Vj ion »ltkuo trucks with closed «*b ond 


box on reor ororoxlmotelv A tt. lone. Trucks to toe 
eoutroed wltn oulomotlc transmission, ileborted, ell- 
weother tires on reor, soorc tire ond rim. titib coros, 
«ll tllter. ombrr Tlosnlno HOht on tab, ollernotor, 6 
cylinder In 'line motor ond rodlo units to tie trans- 
tf rred to new trucks. 


Bidders «tfidll moke ttielr prooosols on o delivered 


oosls wHn oil 1r«iohl, salts to*rs ond deHverv 
£horoe? cold. Bidders Stall stole trcde-ln -allowance- 
on two l/r-1on olckut) ;rucks, both are 1*66 Doooe 
trucks ond ore In service now. Trucks to be trodtfl in 
•may tie Sftsoected ol the above address ov aoooln)- 
menl 


Bidder?, shall stole ieltverv ootes tor both tmtts to 


be lurnlshed. 


Bidders iT>HM rnofk their arot>o*ols, * ^Sealed S)ds 


on Two V?-ton Pickuo Trucks to be opened Mortti 70, 
W73." 


TMls Commission reserves The rttfM lo re led onv 


Obituaries 


Mrs. Fannie King 


Oneida 
Age 74, passed away Tuesday evening 
in a Plymouth Hospital. She was born 
June 16, 1898 in Oneida and married 
Emerson King who preceded her in 
death in 1960. She attended Carlisle 
Indian School and was a member of 
Holy Apostles Ladies Auxiliary. Sur- 
vivors are two sons, Willis Skenandore, 
Dyer, Indiana; Howard Skenandore, 
Chicago; four daughters, Mrs. Jesse 
(Mildred) Baird, Sr., Plymouth; Mrs. 
Cecil (Minetta) Smith, Oneida; Mrs. 
Frank (Mary Jane) Mick, Toledo, Ohio; 
Mrs. Alpheus (Edna) Skenandore, 
Oneida; 33 grandchildren and 28 great 
grandchildren. Funeral services will be 
held at 11 a.m. Saturday at Holy Apos- 
tiles Church, Oneida with Rev. Larry 
Westlund officiating. Interment will be 
in the church cemetery. Friends may 
call at the Ryan Funeral Home, De Pere 
after 7 p:m. Thursday. There will be a 
wake service at 8 p.m. Friday. 


Legal Notices 


PUBLIC HEARING 


Notice of public hearing to whom it may concern, 


the Columet County Planning and Zoning Committee 
will consider a oetition of Theodore Poulos, 
representing Chicane Park Ltd., on Thursday, March 
22, 1973, at 8:00 p.m. in the third floor assembly 
room. Courthouse, Chilton, Wisconsin. 


Petitioner requests an amendment to Section XII 


W ol the Columet County Zoning Ordinance to 
oermit Non-Spectator Race-tracks as a conditional 
use and, thereafter, petitioner requests o conditional 
use permit to develop a non-soectotor sports cor 
racetrack on property located in Section 11, I I/N, 
R20E, Town of New Holstem. Tract is 102 acres, 
more or less. 


Property is more fully described as all of the NE'/* 


of the SWWof Section 11, also all of the West ' j of the 
SEV* of Section 11 excepting the following described 
parcel of land. Commencing at a point in the south 
line of Section 11, T17N, R20E, 241.5 ft. East of the 
South Quarter Corner; running thence North 735.1 ft., 
thence Easterly 1106.9 feet thence South 682.5 ft to o 
ooint in the south line of said Section 11, thence West 
along said south line 1105.5 feet to the point of 
beginning, being a part of the 5WV* ot the SE1.* of 
Section 11 and containing 18 acres of land. 
" All persons desiring to appear and be heard tor or 
against the aforemenjiorfed petition may appear at 
said hearing and be heard theron. 


Respectfully submitted, 
Clarence A. Pagel, 
Chairman 
Calumet County 


Planning and Zoning Committee 


March 8, & 15, 1973 


SEALED BIDS 


MAIN TRENCHING 


Sealed bids will be received by the Appleton Water 


'Commission at its office, 125 N. Walnut Street, 
Apoleton, Wisconsin, up to 10:00 .M., C.S.T., March 
20, 1973, for furnishing all necessary equipment and 
labor for the digging and backfilling of water main 
trenches, laving of pipe, mstallatipn of valves and 
hydrants and making all connections to existing 
mains all in accordance with the specifications 
covering said work on file in the office of the 
Appleton Water Commission. 


Bidders' proposals shall cover the installation of 


all 6", 8" and 12" mains that may be ordered in- 
stalled by the Appleton Water Department during the 
year 1973. 


All pipe, hydrants, valves and finings required will 


be furnished by the ADPleton Water Commission. 


Bidders shall submit a certified check or bidder's 


bond in the amount of S500 with their proposal. 


Bidders shall mark their proposals, "Sealed Bid on 


Water Main Trenching for the year 1973." 


Bidders shall file an Experience and Financial 


Statement form with the Appleton Water Commis- 
sion not later than five days before the date of the 
opening of the bids. This form is available at the 
Appleton Water Department office. 


The successful bidder must show evidence of 


carrying Public Liability and Workmen's Compen- 
sation Insurance and furnish a performance bond for 
the estimated amount of the contract before the 
contract will be awarded by the Commission. 


This Commission reserves the right to reject any 


or all bids. 


APPLETON WATER COMMISSION 
Louis J. Schulze 


Assistant Secretary 


February 28, & March B, 1973 


SEALED BIDS ON COPPER PIPE 


Sealed bids will be received by the Appleton Water 


Commision at its office, 125 N. Walnut Street, 
Apoleton, Wisconsin 54911, up to 10:00 A.M., C.S.T., 
March 20, 1973, for furnishing the following copper 
water tubing: 


2000 ft. of 3/d" Type K soft temper copper tubing in 


20' straight lengths 


3000 {t. of 1" Type K soft temper copper tubing in 


20* straight lengths 


600 ft. of 2" Type K soft temper copper tubing in 20' 


straight lengths 


Bidders shall furnish American made pipe and 


make their Quotation on a delivered basis, f.o.b., 
Appleton, Wisconsin 54911. Bidders shall also quote 
pipe prices on a per foot basis and give time required 
to make delivery after receipt of order. 


Bidders shal! mark their proposals: "Sealed Bid 


on Copper Tubing to be opened on March 20, 1973." 


This Commission reserves the right to reiect any 


or all bids. 


APPLETON WATER COMMISSION 
Louis J. Schulze 


Assistant Secretory 


February 28, & March 8, 1973 


STATE OF WISCONSIN 


OUTAGAMIE COUNTY COURT 


PROBATE BRANCH 


ORDER LIMITING TIME FOR FILING CLAIMS 
(ON WAIVER) AND DETERMINATION OF 
HEIRSHIP 


In the Matter of the Estate of ELIZABETH 


BRUNKE. Deceased. 


A petition for administration of the estate and 


determination of heirship ot ELIZABETH BRUNKE, 
Outagamie County. Wisconsin, post office address 
cio St. Paul Home Inc., 509 W. Wis. Ave., Koukouna. 
Wis., having been tiled; 


IT IS ORDERED THAT: 
1. Creditor's claims must be filed on or before June 


11, 1973. or be barred; 


2. Heirship will be determined and claims will be 


examined ond adjusted on June 12. 1973. at the 
Outagamie County Courthouse, in Appleton. Wis- 
consin, on June 12, 1973. ot the ooenino of Court or 
thereaHer. 


Dated Morch 6,1973 


Bv the Court, 
URBAN P. VAN SUSTEREN 


County Judge. 


WILLIAM f. HEGNER. Attorney 


402 W. Wisconsin Ave, 
Aapleton. Wisconsin 54911 


March 3, 15. Z. 22, 1973 


SEALED BIDS 


Sealed bios will be received by the City oJ Apple- 


Jon, Wisconsin, uo to 12:00 noon (C.S.T.) March 13. 
1973. o' Sne office of the Appielon Parks end 
Recreation Commission, 1205 West Prosoert Avenue. 
Apoleton. Wisconsin. (5-S911) tor furnishing 'he 
following eaulpmenl: 


UTILITY T5JACT05? 


Bid envelope shall be sealed ond clearly marked 


on The outside, os o bid. »or the Hern being ouo!ed. 
imnrooer markino or Soiiure 10 mark Ihe outside of 
:he bid envelope shell be cause lor rejection. 


Specifications and orooosol lorms ore available ol 


She office of the Apoleton Porks ond Setreoilon 
Ocoartment. 3205 West Pressed Avenue. Aoolelon. 
Wisconsin. Delivery oote must be mdicded on the 


. 


APPLETON WAl£«! COMMISSION 
Louis J. Sct-ulze 


Assistant Secretary 


February 23, & MorcTi S. 1973 


. 


The Aooletpn Porks ond ^ecrcotlon commission 


reserves The riotii to reiect onv or oil bids, ond lo 
waive anv informalities 3n the biddlnp. 


Aoolelon Porks & 
ftecreotlon commission 


Roloh Gertscn, Chairman 


DATED: February 26. 1973 
March 1, $. 1973 


STATE OF WISCONSIN 


OUTAGAMIE COUNTY COU*?T 


•PROBATE BRANCH 


ORDER SETTING TIME TO HEAR PETITION FOR 
ADMINISTRATION AND HEIRSHIP AND NOTICE 
TO CREDITORS 


In the Mailer of the Ei1n1c lit 
7<>iA*»Y A. 


WILLIAMSON, DeCCBifd. 


A ortliion tor administration, and detertmnolIon oT 


neirshio, Of MA9Y A WILLIAT^SOH. OulOOOmit 
Counlv, Wisconsin, oosl oflicc oda>Es.s *32 West 
Eitie. Aoolwon, Wisconsin, havmo been Hied; 


IT IS ORDERED TMAT 
1, The edition be tiparfl 01 the OulaaarTiie Counlv 


Courthouse, ^n Aoolelon, Wisconsin, on April 3, 1*73, 
.01 tut cwnrnji ol Court tit tbfttollcr, 


2. All -creditors' ^lolrns muj.1 t>f *i ltd on or bdDre 


June 12, W3, or be borred. 


3 An claims will be examined and aoius-fed on 


June "19,1973, -crl the opening of C&un or the 


Doled MortT) A, 1*73 


?,v the Court, 
l/»SA"M P. VAN SUS7£»£7J 


Counlv Juflae 


OEW.PSHY, V.ftSUSEN, WILLKW-SON $, 
ATTORNEYS 


First Wisconsin Notionol Son* Suildino 
P.O SOT S34 
Ostikosh, Wisconsin WWi 


S, IS, A 22, 1973 


Mrs. Stanley G. Wilson ; 


(Evelyn Mingus) 
" 


328 S. Pierce St. 
- 
: 


Age 56, passed away at 6:25 p.m. Wed- 
nesday after a lingering illness. She was 
born September 21, 19J6 in Oshkosh 
where she lived until the the age of 17 at 
which time she moved to Appleton and 
was a member of the Quarter Century 
Club of the Appleton Mills where she 
had been employed until this past June 
when ill health forced her retirement. 
She was a member of the first Baptist 
Church. Survivors are her husband, 
Stanley; three brothers, Robert Mingus, 
Plymouth; George, Omro, 
Jack, 


Oshkosh; four sisters, Mrs. Oscar 
(Hazel) Weigelt and Mrs. Rudolph 
(Dorothy) Poeschel, Jr., 
both of 


Oshkosh; Mrs. William (Edna) Melcher, 
New Berlin; and Mrs. James (Grace) 
Schofield, Winneconne. Funeral ser- 
vices will be held Saturday at 10 a.m. 
from the Wichmann Funeral Home 
with Rev. Herschel G. Martin officiat- 
ing. Interment will be in Highland 
Memorial Park. Friends may call at the 
Wichmann Funeral Home from 3 until 5 
and from 7 until 9 p.m. on Friday and 
after 8 a.m. Saturday until time of 
services. A memorial fund has been 
established for the First Baptist Church 
of Appleton. 


George C. Witthuhn 


Formerly of Seymour 
Age 89, passed away Wednesday 
morning at a Green Bay nursing home' 
following a long illness. He was born' 
August 11, 1883 in the township of 
Bovina, Outagamie County. On June1 
22, 1910 he was married to Hattie 
Glaser, who passed away in January of 
1960. Until his retirement he was 
employed by Seymour Hardware Com- 
pany, Seymour. Survivors are his son, 
Robert, Green Bay; six grandchildren; 
and three great-grandchildren. Funeral 
services will be held at 2 p.m. Friday at 
the 
United 
Methodist 
Church,., 


Seymour, with Rev. Franklin Block- 
officiating. Interment will be in.- 
Highland Memorial Park, Appieton.,. 
Friends may call at the Muehl Funeral 
Home, Seymour, after 5 p.m. Thursday^, 
until 9 a.m. Friday and then at theV. 
church until time of services. 


Legal Notices 


NOTICE OF PUBLIC HEARING 


TOWN OF FREEDOM 
OUTAGAMIE COUNTY 
TO WHOM IT MAY CONCERN: 


The Outosamie County Zoning Committee will 


hold o oublic hearing on March 15, 1973, at 9:30 
a.m. in the Court House Annex, Room 2, 401 South 
Elm Street, Appleton, 
Wisconsin to consider the 


oetition of Robert Grelner tor a variance to the 
following terms of the Outagamie County Zoning 
Ordinance. 


Section 7.023 (4) No building or structure of any • 


kind shall be hereafter constructed, erected or_ 
moved into the space within the setback lines. 


The property in Question is located in the unincor- 


porated Village of Freedom and is described as Lot 
9, Block "B" of the Replat of Blocks "A" and "B" of 
the Assessor's Map of Freedom, in Section 11, 
Township 22 North, Range 18 East, Town of 
Freedom, Outoaamie County. Wisconsin. 


For particulars, reference is made to documents 


on file in the Office of Coordinator of Public Ser- 
vices, Room 200, Court House, 410 South Walnut 
Street, Appleton, Wisconsin. 


Any interested person may address the Zoning 


Committee by letter or appear in person or by agent " 
and be heard. 


Dated this day of February, 1973. 


OUTAGAMIE COUNTY ZONING COMMIT- 


TEE 


Joseph H. DeBruin, Chairman 


Morch 1, B, 1973 


STATE OF WISCONSIN 


OUTAGAMIE COUNTY COURT . 


PROBATE BRANCH 


ORDER LIMITING TIME FOR FILING CLAIMS 
(ON WAIVER) AND DETERMINATION OF 
HEIRSHIP 


In the Matter of the Estate of ARTHUR W. 


HOPPE, Deceased. 
•'-- 


A petition for administration of the estate and. 


determination 
of ARTHUR 
W. 
HOPPE, Out- 


agamie County. Wisconsin, Dost office address' 
707 E. Me Arthur St., Appleton, Wisconsin, having, 
been filed; 


IT IS ORDERED THAT: 
. ' 


1. Creditor's claims must be filed on or before June 


11, 1973. or be barred; 


2. Heirship will be determined ond claims will be>. 


examined and adjusted on 
- > at the Outogamie 


County Courthouse, in Appleton, Wisconsin, on June' 
12, 1973, at the opening of Court or thereafter- 


Dated February 2?. 1973 


By the Court, 
T 


URBAN P. VAN SUSTEREN 


County Judge. 
' ' 


HERRLING, LATHROP. HAMILTON 8, SWAIN. 
ATTORNEYS 
. 


319 N. Appleton Street 
Aopleton, Wisconsin 54911 
_ 


March 1. 8, & IS, 1973 


SEALED BID ON 


GATE VALVES AND 


VALVE BOXES AND PARTS , 


Sealed bids will be received by the Appleton Water 


Commission at its office, 125 N. Walnut St., Apoleton. 
Wisconsin up to 10:00 A.M., C.S.T., March 20, 1973 for 
furnishing the following gate valves and boxes: 


GATE VALVES 


10 - 4" Cast Iron Gate Valves 


' 
V - 6" Cast Iron Gate Valves 
20 - B" Cast Iron Gate Valves 


. 
10 - 12" Cast Iron Gate Valves 


! 
VALVE BOXES AND PASTS 


. 
200 - Covers marked, "Water" 
200 No. 6 Valve Box Round Bottoms 
200 - Valve Box Center sections 34" lens'hs 


; 
200 - Valve Box too sections 24" lengths 


; 
SO - Valve Box txtenstons 14" lengths 
The above valves to be furnished with mechanical 


• joint connections, including necessary bolts, rings 
and caskets for connections to 250 mechanical or slip 
joint oloe. 
*" 


Valves So conform to the standard soeciJications ol_ 


the AWWA on gate valves ond designed tor 5"" 
minimum working water oressure ot 175 usl. Valves.*" 


" to oe furnished with souore ooeroting nuts ana ooen "" 


left. 
.*. 


Valve S>oxes and valve !w>x oorts are 10 J>e in-^ 


1erc»>anBeal3le with United Stoles Pioe ond Foundry » 
Co. No. US5930, Shree oar} box or eaulvolent. 
« 


Bidders shall make Quotations on a delivered » 


basis. J.o.b., Aopleton. Wis. Bidders shall also- 
soecitv time reouired Jo moke delivery otter recelot-* 
of order- 
» 


Sidoers sholl mark their proposals, "Sealed Bid on * 


Gate Volves, Valve Boxes ond Parts lo £>c ooenefl on * 
Wtorcti 30, 1973." 
*" 


This Commission reserves the riehJ lo rtiect onv '" 


or oil bio's. 


APPLETON WATcR COMMISSION 
* 


Assistant Secretary 
^ 


Morch 1. S. 1973 
" 
" ,^ 


DUCTILE IRON PIPE A 
'*~ 


' 
FITTINGS 
\* 


Sealed bids «vl II be received by ihe Aoolcton Water" ."" 


Comrnisjlon ol iij office. 12S N. Walnut Street,""*- 
Aoplrton, Wisconsin vo to 10.00 .Ml., C.S.T., Morch. ~ 
20. i¥73,1or1urnlshlno the Tollowlno ductile lronolt>c-- 
ond TJttlnoj,- 
^ „ 


1,000 Tt, of 6 'slip joint fluctllr Iron Blot 
• r 


i/OOOtl. of S" illo joint ductile Iron t>loc 
• *» 


3.500ft. otlJ 'il ID Joint ductile Iron oloe 
*-* 


S»j Ton of slip joint ductile Iron fmin« for 4", £•••-"* 
ond 12 " olot. 
»•* 


The above oloe shall be ductile Iron oloe to con-*t* 


form to specifications ANSI 21 Sl-1971 AWWA*" 4* 
S,1^',7,,1" AWWA *1W-71- Phvsicol strength fo t,t^ 
KMMO. All doe 10 be tement lined 1-U" minimum 1^ 
thlc'kness ond tooted Jntlflf ond out in ir irntrfht, •»'».» 
ou^h-on joint wllh two wrdoti oer Iclnl. Mclol-'— * 
thickness to be os follows. 4" »loe • 0,34", B" olot - ""~* 
036". 1Z" oloe - B 40". 250 Ib. test, 
«v,' 


. Bidders shall also state orice t-er ton on illo lolnt '2*~~ 
"ductile Iron fittlnas moot ottorfllrig to the tol'^wlna «**'- 
W>eclflt«1lons AlWWA C151-71, Clots 250, with ololn -**- 
n/boer Boskets, cooled lrij,Joe end outside, 
-,"\ 


Bidders sholl ouofe oio* prices on o err fool boils •/ 


ana Tlttinps on o oer ton bosli. delivered t o o , 
•*•• 


Aooirton, Wisconsin 5«m, 
' » 


Stdoers $t>oll mort thftr orooosols, ' 'Sfoled B la ori 
~.. 


.OucWe Iron PIM ana Flttlnas to be ooened Wiorch 
~»~ 


30 1973." 
i 
This Commission reserves the rlotvt to reject onv' " 


APPLETON WATER COMMISSION 
Louis J. Senulze 


Assistant Secretory 
February 28, t MnVh s, 1973 


lEWSPAPERr 
NEWSPAPER! 


ANNOUNCEMENTS 


Personals 


MOVING TO NEENAH AREA—Do 


you hove fine horses & need some- 
one to give them personal care In 
exchange for housing? References. 
Ph. Fond duLoc 921-5469. 


REDUCE-excess fluids with Flu" 
Idex, Lose weight with Dex-A-Dlet 


capsules. DeKoven Drugs. 


Thanks to God, St. Jude 


Mother of Peroctual help lor Iwo 
pravorsanswered. B. J. 


Travel Tours 


DEBT DISCLAIMER 
On and after.this date I will not be 
responsblle for any debts con- 
tracted bv anyone other than my- 
self. 


Jerome L. LangKau 


2400 S. Fountain Ave. 
Appleton, Wis. 


UNIVERSAL TRAVEL SERVICE 


1101 W. Foster, Appleton 


No Service Charge, 739-6141 


20 
Office and 


Clerical 


WE NEED PEOPLE 


with eternal skills ol all types 


tor temporary assignments 


by dav, week, or month. 


NOFEE5 


call 733-37)3 


KEY SERVICES 


115W. Washington St. 


W.T/ST OPERATOR-Hlghlv expe 


rlenced with MT/ST and relatec 
equipment. Supervisory cxper 
ence helpful. High clerical skills 
Maturity and Puhllc Relations 
Contact FOX Valley Technical In 
stltute, 414-739-8831, Ext. 202. fo 
appointment. 


SECRETARY/RECEPTIONIST 
WROE radio needs a person who I; 
capable of doing many dilferen 
phases of office work. Coll 725-533 
or 233-7943 lor on appointment. 


IF IT CAN BE SOLD-A Post-Cres 


cent Want Ad will sell It. 


8 
Special Notices 


BIDS WANTED—Removing haul & 


load approximately 5.000 ties in 
track. Bids to be cost per tie. Be- 
tween Larsen & Oshkosh. Work to 
commense April 1. Completed by 
May 15. Bids accepted until March 
26. For further information contac' 
Roadmoster, CN&NW Trans 
portation Co., Antigo, Wis. 54409. 


LEGAL ABORTION AVAIL- 
ABLE. For information call 733- 


2754 or 739-0247. Wisconsin Com- 
mittee to Legalize Abortion. 


PREGNANT? NEED HELP? For 
further information call 1-800-362- 


8028 toll free. All calls confiden- 
tial. 


9 Lost and Found 


LOST SUNDAY EVENINGS Dol 


motion female dog with brown 
spots in the Xavier High School 
area. Answers to Bud. R. A. Stack, 
Ph. 733-2648. Reward. 


WILL PARTY—Who accidentally 


took the black Borgana Coat 
please return it to Van Camps. 
Your coat is there. 


11 
Instructions 


TUTOR—Wis. licensed teacher. 


Reading specialist, pre and post 
testing. Phone 733-7429. 


EMPLOYMENT 


20 
Office and 


Clerical 


. GLAMOUR POSITION 


Temoorory 5 month assignment. 
Shorthand, typ:ng, public relations, 
personnel. Experience necessary. 
Call for an appointment. 


MANPOWER INC. 


739-0133 


" MATU RE WOMAN-Must be able to 


type & good at answering the 
phone. Write Box 926, Appleton, 
Wis. 


: 
BULLETIN! 


Talk About A Bargain 


POST-CRESCENT 


WANT-ADS 


That reach 47,000 


homes daily —51,000 
homes every Sunday 


: 
ONLY 
: $1.33 PER DAY* 


FOR A 5 LINE AD 


" When ordered under the 8 day can- 
cellation plan. 


An Estimated 20 Words 


APPLETON 


CALL DIRECT 
739-0186 


NEENAH-MENASHA 


722-4243 


New Spring Trio 


PRINTED PATTERN 


4861 


SIZES 7-15 


21 
Stores 


Restaurants 


BARTENDER—Part-time. Man a 


woman. Brick's Club 47, Blac 
Creek. Phone 984-9330. 


CARPET SALES 


The H.C. Prange Co. has an open 
ing for a full-time carpet sales 
person. Guaranteed base draw one 
commission basis. Experience and 
proven sales background pre- 
ferred. Aoolv 6th floor personne 
office. H.C. Prange Co 122 W. Col- 
lege Ave. 


DISHWASHER, days, full time, op 


ply in person. See Nick between 
8.12AM. 


CONWAY MOTOR INN 


128 N. Oneida St.. Appleton 


FRY COOK NIGHTS 8, WEEK 


ENDS—18 or over. Aoplv Lum's 
Restaurant, 729 W. College Ave. 


FULL TIME 
DEPARTMEN 


HEAD WANTED—In Spo. ting 
goods or camera department. Ex 
cellent company benefits with an 
equal opportunity employer. Apply 
at Treasure Island, Personnel De 
partment, Bluemound and Wes 
College Ave. 


GRILL OPERATOR 


Golden Griddle Restaurant, Nee- 
nah, 
6 day week, days, evenings, 


week-ends, good pay, friendly 
people. Apolv in person. No phones 
please. 


GROCERY CLERK WANTED—Fe- 


male over 25 preferred. Must work 
varied hours. Apply at Stop 'n Go 
Foods, 1358 W. Prosoect Ave., 
mornings or call 725-9088 evenings 
after 6p.m. 


GROCERY STORE PERSONNEL 


WANTED—Store Manaser, Meat 
Manager, Produce, Stock Men, 
Checkers. In Appieton area. Reply, 
giving brief resume to Box L-76. 
Post-Crescent. 


JANITOR WANTED PART TIME 
to work 4 hours a dav. 6 days per 
week from 6 to 10 a.m. Some expe- 
rience preferred but not necessary. 
Call Manager between 1 & 4 p.m. 
734-6324. 


MARS RESTAURANT 


1309 E. Wisconsin Ave., Appleton 


JANITOR—6:30 a.m. to 10:30 a.m. 5 
or 6 days per week. Call Mr. Backus 
for interview. 


MARS RESTAURANT 


2511 W. College Ave., Appleton 


Ph. 733-2912 


LANE WAITRESS WANTED—3 to 5 


nights a week. Neat appearance 
desirable. Experience not neces- 
sarv. Apply in person to 41 BOWL. 


MALE OR FEMALE—Part time 


noon hours ond/or nights. Call Mr. 
Backus for interview. Mars Res- 
taurants, 2511 W. College Ave., Ap- 
pleton 733-2912. 


MANAGER-TRAINEE 


romofions and expansions have 


created positions. Join the largest, 
most successful fast food chain in 
he Fox Valley. Progressive training 
program, good salary, paid vacation 
& Insurance. Send salary history 8, 
esumeto: 


MARS RESTAURANT 


302 N. Main St. 
Oshkosh, Wis. 


NATIONAL RETAIL CHAIN 


Needs appliance sales & furniture 
ales trainee. Excellent starting sal- 
rv. Liberal Company benefits. Ex- 
ellent chance for future advance- 
lent. Apply Personnel Oftice. 


W. I GRANT CO. 
300 W. Northland Ave. 


An eaual opportunity employer. 


M EAT Ml DOLE-AGED Couple, chef 


and waitress combination. North- 
ern Wisconsin private club with 
new dining and own living facil- 
ities. May 1 to January 1 each 
year. TOP salary and year-end 
bonus to right couple. Call (during 
working hours) 715-545-2333. 


NIGHT MAN—19 or over. Flexible 


hours. Apply at Tippy's Taco 
House, 139 N. Richmond, between 
11a.m. &6o.m. 


PART TIME WIG STYLIST 


We have on opening for a port-time 
wig stylist. Wig or hair styling ex- 
perience necessary. Must be avail- 
able evenings and week-ends. 10-12 
hours per week. Apply 6th floor 
persnllel office. H.C. Prange Co. 
122W. College. 


22 Skills and Crafts 


ADDRESSER-EMBOSSER 


Operator, needed for new direct 
mail company. Must be able to oper- 
ate Pitnev-Bowes Embosser at high 
speed. 733-3631. 


PRINT 'N MAIL, INC. 
The Place To Go on "DO" 


- It's such fun to team the 
tarUeaecJt or scooped styJe 
bodysuit -with flarinjr. cuffed 
pants in a pretty pastel knit. 
Team with shorts, too. 


Printed Pattern 4S63: NEW 
Jr. Miss Sizes 7. S. 33. 13 35 
Size 33 (bust 33%) bodysuit 
3% yards SO-inch: pants 3% 
SEVENTY-FIVE CENTS for 
each pattern — add 23 cents 
for each pattern for Air Mail 
and Special Handling. Send 
to AXXE ADAMS, care of j 


The Post-Crescent 
] 


Pattern Bepl-, 243 West 37th ' 
St. New Tort. N". T. 30013. j 
Print NAME, ADDRESS i 
with ZfP, SIZE and STYLE ! 
NUMBER. 


QUICK, EAST-SEW WAY 
I 


to a spring-summer wardrobe! 
Send for new Spring-Summer 
Pattern Catalog. Cnoose one, 
pattern FREE. All sizes! 75*1 
INSTANT SEWING BOOK— 
cat, fit, sew modern *ay. $1. 
INSTANT Fashion Book. SL 


ARCHITECTURAL 


DRARSMAN 


Position now ooen with progres- 
sive construction firm. Full lime 
droftsmon with good design ond 
residential board experience. Sol- 
cry commensurote with experience 
ond ability. Send resume and sal- 
orv requirement in comolete confi- 
dence lo Mr. Wiliems, P.O. Box 9. 
Neenoh. Wis. 54954. 


22 Skills and Crafts _ 


NURSING ASSISTANT 


for 3 to 11 P.M. 8. 11 P.m. to 7 a.m. 
Coll 725-7714 for appointment or ap- 
ply In perjon at: 


FAMILY HERITAGE 
125 Bvrd Ave., Neenah 


NURSING ASSISTANT 


Experience or training necessary, 
tor 7 a.m. to 3 p.m. shift, coll 739- 
4466 lor on appointment or apply In 
personot: 


FAMILY HERITAGE 


NURSING HOME 


601 Brlarcllff Drive, 
Appleton, Wisconsin 


OFFSET PRESSMAN 


lie'Color 
Single 


Harris 23X29. Permanent position 
with fast growing company. Frlnoe 
benefits. Send resume to Box L-56, 
Post-Crescent. 


OIL HEATING SERVICEMAN 
PLUMBERS—JOURNEYMEN 


wanted for work, Rhinelonder 
area. Send resume to FRAZIER'S 
PLUMBING & HTG., P.O. Box 
177, Rhmelander, Wis. 54501. Ph. I- 
715-362-2778. 


SEARS NEEDS 


A man for full time lanitonal work. 
Qualified applicants apply at: 


SEARS 


314 W. College Ave. 


An Eaual Opportunitv Employer 


SEARS NEEDS 


SEARS 


314 W. College Ave. 


An Eaual Opportunity Employer 


SERVICEMAN NEEDED—Full line 


vending mechanic with some expe- 
rience in route work. Independent 
vender Fox River valley area. 
Many fringe benefits. S-ind resume 
to Post-Crescent, Box L-80. 


TOOLMAKER 


(Experienced) 


Journeyman Toolmaker for large in- 
dustrial plant. Must be able to per- 
form all duties in building and re- 
pairing tools, fixtures and gauges. 
Starting rate 55.10. Excellent fringe 
jenef its. Apply in person to: 
Tecumseh Products Company 


Lauson Engine Division 
1604 Michigan Street 


New Holstein, Wisconsin 


An Eaual Economic 


Ooportuntitv Emplover 
• 


CARETAKER 
WANTED 
— 


Couple to clean opts, in exchange 


for rent. Husband may be em- 
ployed elsewhere. 739-9674. 


CARPENTER 
WANTED—Experi- 


ence desired but not essential. 
Must be willing to travel occasion- 
ally during the week, expenses 
paid. Call 733-6879. 


EXPERIENCED MASONS 


For block and fiat work. Paid voca- 
ion, paid holidays, profit sharing, 
raid group insurance. 


KELLER STRUCTURES, INC. 


KAUKAUNA 


1 Mi. South of Kaukauna on Hwy. 55 


EXPERIENCED CARPENTERS— 


Rough & trim. Year around work. 
Call after 5,725-1203. 


EXPERIENCED 


MECHANIC 


Vanted for Reek Chevrolet, Weyau- 
nego. Apply to Jerry Reek, 867-2129. 


IELD MAINTENANCE-ME- 
~HANIC—For Canning Factory, 
Must be capable of Operating, 
Maintaining and Repairing Field 
Equipment during the Canning 
Season and General Maintenance 
duties during the Non-Canning 
Season. Full Time Emolovment 
with Company Benefits. Apolv at 
The Larsen Company. Brillion, 
Wisconsin. An Eaual Oooortunitv 
Employer, 


IMMEDIATE OPENING 


COMMERCIAL SERVICE/SALES- 
MAN—Excellent opportunity for 
he right man. Salary and commis- 
"on. Fringe benefits. Call for an 
appointment, 734-5701 or 731-2014 
, A, Ebert, Matthews Tire Co. 


930 W. College. Appleton. North- 
:rrt Wisconsin's largest Goodyeor 
listributor. 


NSTRUMENT MAINTENANCE 


JOURNEYMAN 


3osition is open with a local Fox 
?iver Valley Pooer Co. Excellent 
pportunity for qualified person 
lavmg training and/or experience 
n pneumatic and ele'ctronic instru- 


entation. Complete fringe pro- 
rom and competitive wages. If in- 
vested send resume to Post- 
rescent Box L-87. 


MACHINE MAINTENANCE 


mmediate full time position for 
erson experienced in machine 
maintenance. Shift work, modern 
lont. steady employment. Oo- 
ortunitv for advancement. Fringe 
enefits & overtime available. Send 
esume to Personnel oftice. P.O. I 
ox 407. Aooleton, Wis. 


OTICE 
Designation as to sex in our Help 
Wonted columns ore made only (1) 
to indicate bona fide occupa- 
tional aualificotions for employ- 
ment which an employer regards 
os reasonably necessary to the 
normal operation of his Business 
or enterprise, or (2) OS a conve- 
nience to our readers to let them 
know which positions the adver- 
tiser believes would be of more in- 
terest to one sex than the other be- 
cause of the nature of the work in- 
volved. Such designations sfiotl not 
x token to indicate that onv adver- 
tiser intends or proctices any un- 
lawful preference, limitation, 
specification or discrimination in 
employment practices. 


Want Ad Information 


CLOSING TIME 


Want ods accepted to 3:00 p.rn. the day before day of publi- 


cation. For Monday—Before noon Saturdays. For Sun- 
days—before 10:00 a.m. Saturdays 


CORRECTIONS OR CANCELLATIONS: 


Want ad corrections or canceiloTsons accepted fo 8:30 a.m. 


for fhe some day publication. For Sundays—Before 10:00 a.m. 
Saturday. 
IMPORTANT: 


Composition costs will be charged, if on ordered od is con- 


celled before publication. 


After an ad is ordered, it cannot be changed before one pub- 


lication. 


PLEASE NOTE: 


When cancelling an od, demond a "kill number." No dairn as 


recognized on ads cancelled without it. The number of days ad 
is published determines the rote of such ods. 


ADJUSTMENTS: 


The Post-Crescent assumes no responsibility for verbo! state- 


ments in conflict with its established rules, policies or rates. 


All claims for od|u»tments or refunds must be mode within 7 


days after expiration of od. 


Errors, not rhe foul) of the odvert^r, which make the adver- 


tisement less valuable, should be corrected the first day, when 
one extra corrected insertion -will be mode without charge. The 
Post-Crescent assumes no responsibility for error offer the first 
insertion. 


NOTICE: 


The Post-Crescent ts exercising oil precautions to avoid pub- 


lishing any fraudulent or misleading odveffising. However, if 
ony od oppeoring in the classified columns of the Post-Crescent 
can be proven fraudulent or misleading, we would appreciate 
your informing us ^mediately. 
Post-Crescent Classified Department 


22 Skills and Crafts 


MACHINIST 
WELDERS 
TRAINEES 


To work In custom machine shop 
Our emoloves know ot this od 
Reply to Box L-99. Posl-Cr.escenf. 


MAINTENANCE MECHANIC — 
For Cannlna Factory. To assume 


the duties and responsibilities foi 
Retort Processing Operation: 
during the Canning Season and 
General Factory Malntcnonc 
duties during the Non-Canning 
Season. Full Time Employmen 
with Company Benefits. Aoolv a 
The Larsen Company. Brillion 
Wisconsin. An Eaual Opportunity 
Emplover. 


An experienced alignment man to 
work evenings ond Saturdays, 20 
hrs. per week. Qualified applicants 
aoDlyat: 


MECHANIC, EXPERIENCED—Im 


mcdlqte opening. Front-end ex 
haust ond tune-uo. Excellent sa 
ary and commission. Frlng 
benefits. Call for an appolntmen 
734-5701 or 731-2014 W. A. Eber 
Matthews Tire Co. 2930 W. Co 
lege, Aopleton. Northern WIs 
largest Goodyear distributor. 


MEN WANTED 


Steel erection & concrete. Exoer 
enced. Phone 739-6521. 


TWO MEN for 2nd shift 4 to 12:3 


p.m. Excellent opportunity fo 
men who want a future. Printin 
with some basic sound mechanica 
ingenuity reaulred. Write P.O. Bo 
427, Neenah. Wis. 54956. 


WANTED—The person Cm lookin* 


for is on aggressive music educa 
tor, primarily guitar & keyboard 
who would like to get Into bot! 
teaching & business. Opoortunit1 
& wages ore virtually unlimited fo 
the right person. Work can be lo 
cal. Send resume to Dale R. Simon 
P.O. Box 3589, Green Bay, Wise 
54303. 


23 Administrative 


Professional 


AUDIO VISUAL PRODUCTION 


SPECIALIST-Pursuit of or oos 
session of degree in oudiovisua 
communication. Experience one 
certification preferred. Contac 
Fox Valley Technical Institute 
414-739-8831, Ext. 204, for appli 
cation form. 


BUSINESS OFFICE MANAGER— 


For Oshkosh medical association 
Involves supervision of central bit 
ling office & facilities manage- 
ment. Typing ability desired 
Reply to Box L-98, Post-Crescent. 


DEGREED ENGINEER 
to assist president of medium multi 
plant paper industry corporation. 
Will be responsible for plant engi- 
neering, design, equipment, pur- 
chasing and will work directly with 
president. Position open April 1st 
in Wisconsin resort area. 


LABORATORY ASSISTANT for 
paper oriented Wisconsin em- 
ployer. Degree not necessary, but a 
plus! 3 to 4 years in paper labora- 
tory is reaulred. Resort location 
near by/unusual opportunity. 


739-7788 


THE PAPER RECRUITER 


115 W. Washington St., Appleton 


Licensed Emolovment Agent 


DENTAL HYGIENIST — fuil or 


oart-time. Write Post-Crescen; 
Box L-B1. 


GENERAL MANAGER 


Wanted by Commercial Insurance 
Agency with 1 million plus volume, 
10 employes, state-wide operation. 
Madison, Wisconsin headauorters. 
Send resume to Box L-77, Post- 
Crescent or call 608-255-1651 for de- 
tails. 


PART TIME POSITION—For Reg. 


Medicol i echnologist or someone 
Qualified to do laboratory proce- 
dures in a physicians office. Write 
Box L-S6. Post-Crescent. 


R.N. 


DIRECTOR OF NURSING 


40 bed skilled nursing facility offers 
an excellent opportunity for an R. 
N. interested in administrative po- 
sition in the health care of the aged. 
Experience in Geriatrics helpful. 
Nursing home is located in small 
central Wisconsin community in 
the heart of Wisconsin's vacation- 
land. Good salary & benefits. Send 
complete resume to Box L-94. Post- 
Crescent. 


24 
Sales Agents 


AMERICAN FAMILY INSURANCE 


GROUP—Hos two openings in the 
Fox Cities for agents. The individ- 
uals selected would begin on a 
port-time basis and would not give 
UD their present employment until 
they complete the basic training 
program. During the training pe- 
riod they would have the oooortu- 
niiy to start building an agency and 
earning additional income. If inter- 
ested in an opportunity to enter 
business for yourself, with a lead- 
ing multiole-line company, write 
to Box L-93, Post-Crsscent for a 
personal interview. 


ROUTE SALfiSMAN—to sell and 
service accounts in the Aopleton. 
Oshkosh orea. Paid vacolion, profit 
shoring, pension plan, guaranteed 
solory plus commissions. Write, giv- 
ing resume to: 


JAY'S FOODS INC. 


11600 W, Dixon St., Milw.. Wis. 53214 


SALES ENGINEER—for water and 
waste treatment eauioment field. 
experience in selling to municipal- 
ities desirable. Send resume to: 


CRANE ENGINEERING 


SALES, INC. 


P.O. Box 467 


Aooleton. Wisconsin 54911 


SALESMAN WANTED 
Jock Walters & Sons. Inc. 
MORTON BUILDINGS 


Only experienced emnloved sales- 
men need oooly. Send resume of 
cualiticotions or phone for appoint- 
ment 833-6321. BOX 157. Seymour. 
Wi. 


TELEPHONE SOLICITOR—Ex- 
perience preferred, out not neces- 
sary. We will train you if vou Qual- 
ify. Hourly wage, plus incentive. 
Steady work. Apply in person, or 
coll for appointment. 734-9301. 


BILT-RITE CONSTR. CO. 


602 N. Wtorrison St. 


24 
Sales Agents 


AUTO SALESMAN 


Ambitious, energetic voung man 
needed Immediately to complete the 
sales staff ol the val lev's most ag- 
gressive dealership. II you hove 
sales experience and vou are not 
atrold of hard work, long hours and 
extremely high pay . .. sec John 
Chertos or Ken Somatic ot 


STAN JOHNSON FORD 


104Clybourn, Neenah 
(Apply In person only) 


EXPERIENCED 


SALESMAN 


Wonted for 
Reek 
Chevrolet, 


Weyouwega. Apply to Jerry Reek, 
867-2129. 


EXPERIENCED 


SALESMAN 


To sell Motor Homes, Travel Trail- 
ers, 5th Wheel, full time. 
LARGEST RV DEALER NORTH 
OPMILWAUKEE! 
Apply In Person 91o 5. 


ROLLING WHEELS, INC. 


Hwv. 41, S. of Appleton 
739-4339 


PART TIME Evening help, in mv 


small branch store. Now have 
management positions open. We 
tram. Hrs. 6:30to lOD.m. Small ap- 
pliance sales business. S300 per 
month guaranteed salary or profit 
sharing. For immediate interview 
call 731-4295from 4to 8o.m. 


Thursday, March 8, 1973 
Th»Po»t-Ci*««n», Appltt»n.N»«noh-M»na»ha, WU, 
B-16 


£fRfCTLY BUSINESS By McFe'atteri 


RETAIL SALESMAN 


Young man preferred, experience 
not necessary, full time, apply in 
person between 9 fi. 11 A.M. 
VAN VREEDE TV & APPLIANCE 
Little Chute 
788-4143 


25 Domestic and 


Child Care 


"I don't want my money back. My husband just 


wants one punch at the clerk who sold it to me!" 


For advertising results with a "punch" call 739-0186 


for a Post-Crescent Classified Ad. 


DOMESTIC HELP—)Vi to 5 days 


weekly. Pleasant conditions & 
good wages. Ph. 722-7328 between 4 
& 5:30 p.m. 


IF YOU ARE 


Over 30. have a car, would like a 
nice home and do some light house- 
keeping plus being a companion 
and get paid well, call 722-9461. 


MOTHER'S HELPER—-Start imme- 


diately. Chicago North Shore area. 
Children, 4 and 6. Light house- 
work. Must drive. Own room, TV 
& bath. Mrs. Dennis O'Neal, 2215 
Chestnut St., North Brook, II . 
60062. Ph. 312-498-0831. 


OUTAGAMIE 
COUNTY DAY 


CARE INFORMATION—Need 
child care? Want to earn providing 
it? Ph. 766-2042. 


WANTED BABYSITTER—DOVS. 


Prefer Tuller School area. Call 
725-0363 after 5 p.m. 


WOMAN to do light housework for 


elderly woman in Appleton recov- 
ering from broken hip. Live in. 
Call weekdays, 9:30 to 4:30, 731- 
4191. 


26 
Part Time 


A PART TIME MAID 


Apply in person. American Motor 
Inn, Hwv. 41. 


38 
Business 


Opportunity 


AREA MANAGER 


To sell im-pruv-oll products to 
farm trade. Excellent repeat sales. 
Help make former more money 
from every acre he farms. Exclu- 
sive territory (protected). No in- 
vestment to start. You tell us how 
much money you want to make and 
we will train vou so vou can reach 
your goal. Send resume to Post- 
Crescent, Box L-66, 


BOTH BUSINESSES- 
WITH OR WITHOUT 


REAL ESTATE 


SOUND BUSINESS—12 years old, 
couple with 2 port time people could 
operate. REALMONEY MAKER! 


INSIDE SEATING DRIVE IN—Ex- 
cellent location, large lot, zoned 
right, almost new building. 
Information bv aopionfment only. 


49 
Home 


Furnishings 


CUSTOM DRAPERIES 


We do the complete iob ... iust 
bring in your window measurements 
and we will happily give vou an ac- 
curate estimate. Hundreds of fabrics 
to choose from. No obligation. 


JANDREYS-Neenah 


722-1521 


BRAND NEW 


Bedroom Sets, walnut* maple or 
oak 


SPECIAL PURCHASE 


ONLY... $129 
FREIGHT SALES 


Across from watertower. 


Downtown Aopleton, 739-2331 


KITCHEN SET — 5 piece, excel- 


BARTENDER5 —Port time. Ex- 
perience not necessary. Reply to 


Box.L-96, Post-Crescent. 


EVENING WORK—Housewives & 


mothers. Need extra money to 
maintain standard of living and 
have those luxuries vou now can't 
afford. Only reauirements, de- 
pendable, 18 or over, own trans- 
portation, available evenings & 
Saturdays For interview coll 731- 
4295.4 to 8 p.m. 


SEARS NEEDS 


Vlen to work cart time in our garage 
or tire and battery installation. 
Qualified applicants apply at: 


SEARS 


314 w. College Ave. 


An Eguol Opportunity Employer 


27 
Employment 


Agencies 


MANAGEMENT RECRUITERS 


Green Boy—737-4353 


Licensed Employment Agent 


ROSZ'S REFERRAL SERVICE 
Temporary Employment Service 


739-3263 


SNELLINGandSNELLING" 
Licensed Employment Agent 


Coll 739-9421 


29 Miscellaneous 


FULL TIME 


sed cor washing & general lot 
laintenonce. Present man oro- 
loted. AoBlications will be taken 
'om 9 a.m. to 11 a.m. or 2 p.m. to 4 
.m. Fri. March 9 & Man. March 12. 
opiv in oerson to MR. MALCHQW. 


CLOUD BUICK CO. INC. 


2«5W. ColleseAve. 


TATION ATTENDANT-^Wanted, 
full time. Must be neat. Apply in 
person only at Ralph's Clark, 2010 
W. Wis. Ave.. Appleton. 


WELCOME WAGON 


ORGANIZATION 


Expanding. Send brief resume to 
Corrine Lamers, 144 E. Burnett St.. 
Beaver Dam. Wi. 53916. 


Employment 


Wanted 


OOK KEEPER-SECRETARY — 
Experienced. Tvne 70 worn. Phone 
733-0333 afternoons. 


MEN AVAILABLE 


FOR GENERAL LABOR WORK 
Contact: Clayton Smith, Huber 
Low Office, Sheriff Dept. Call 739- 
6346 between S a.m. & 5 D.m. 


YOUR FUTURE IS NOW 


...WITH US! 


1. I? vou ore interested in a career 
oooortunitv with on outstanding 
comsanv. vou miph! be the person 
we ore looking lor, 


Z Trommp as imoortonl to t>o'h ex- 
oerienccd ana inea>criencea oeoole 
ana Jor Jhe oerson we tiire will cro- 
vlde the Jmest pi orotessionol iroin- 
1*9. 


3. Many 1rmpc bcnetits such as tree 


on ond Lite Insuronce. 


4. ATI importonl oort o! onv soles oo- 
sition is collinp on established ac- 
counts os well os TOW customers, 
ond we have Ssoth. Jno cold convoss- 
""SOT collections! 
'I vtw OT« iTTtercslesf in o soles ca- 
reer wttti wnlimjtcd opoortunitv 1or 
tooTh income end advancement, con- 
lod: 


Oovi d G lammetto 


Wlidwov Motor lodpc. Aooieton 
lilo.Tn, totbc.Tn, FrL, March ^ 


NURSING CARE ana housekeeoina 


in home. Nurses end trained 
Health Aids ore insured ond 
bonded with Registered Norse Su- 
oervision. HOMEMAKERS Home 
ond Health Core Services. 739-2fr46. 


SECRETARY—6 years exoeri- 
ence to coroorate finance execu- 


tive. Desire to relocate in Aoole- 
lon. Write P.O. Box *G3. 
Aooleton. 


31 
Homework 


Wanted 


WIU. DO BOOKKEEPING—In mv 


*>oroe. E«»nenc<rfi in receivables. 
oavablcs. oavroll. some, taxes, 
nonool statements. *tc. 734-9060 
otter 4.30. 


FmSJTCIAL 


PETRIE REALTY 


1721 W. Wis. 
Ofc. 733-3757 anytime 


LOCKER 8. MEAT PROCESSING 
PLANT — Excellent going business. 
Reasonable. Will land contract to 
right party. 


CHILTON MEAT SERVICE 
102 W. Mom, Chilton, Wi. 53014 
YOUR BEST BET— 0, Wont Ad 


NIGHT CLUB FOR SALE 


One of Applefon's top night soots 
featuring live entertainment, com- 
pletely eauipped. Terms to Quali- 
fied buyer. 5165,000. Contact Mr. 
Meerdink. 


ROLLIE WINTER AGENCY 


1216 W. Wis. Ave. 
739-0105 


41 
Securities 
Mortgages 


515,000 1st mtg. paying 8% int. — 2' ? 
^vrs. Int. paid monthly. Write Post- 


Crescent, Box L-88. 


43 
Wanted 


to Borrow 


WANTED TO BORROW— 545,000 at 


good interest on over 575,000 inven- 
tory of well established business of 
50 years. Very successful with 
good potential. Write Post-Cres- 
cent. Box L-95. 


MERCHwroisE • ^ an 


46 
Good Things 


to Eat 


FRANK AND PAT'S PIZZA 


815 vj. College Ave. 
Aopleton. 734-9131 


47 Store specials 


"APCO" 


APPLETON APPLIANCE CO. 


2315EAST NEWBERRY 
(Kimberlv Road) 733-6608 


RENT COLOR TV bv the day-week 


or month. As low os S.50 oer day. 


TRUDELL'S VALLEY FAIR 


49 
Home 


Furnishings 


REFRIGERATOR FOR BASE- 


MENT— Apt. size gas stove; 40" 
gas stove. Twin size roll-away 
Ded; single beds; wicker items; 4 
oak plonk chairs; old Victorian 
rocker. 


E & B TRADE SHOP 731-2528 


lent condition, bronze. 


VERKUILEN FURNITURE 
Little Chute 
788-1841 


50 Rummage Sales 


HOUSEHOLD SALE-AII furniture, 


maior appliances. Some ontla es. 
Sat. only. 9 to 5. 433 E. Franklin 
Ave. Neenah 725-6403. 


MOVING 
SALE— Furniture, 


clothes, dishes, misc. ot 1016 
Grove St., Menasha. 


RUMMAGE SALE— 213 S. Douglas 


St. Miscellaneous. Thurs. & 
Friday. 9a.m. to 8 p m. 


SALVATION ARMY 


RUMMAGE SALE 
Fn.Mar. 9; 9tol2& 1 1o3o.m. 


51 
Antiques 


ANTIQUE MATCHING LOVESEAT 


& CHAIR —Best offer. Ph. 788- 
3690. 


52 
Appliances 


APPLIANCES-USED 


WIS. MICHIGAN POWER CO. 


Customer Service Center 


Aopleton, Neenah, Weyouwega 


RANGE, apartment, elec 
S3? 


DRYER, electric 
559 


TV, Black 8. white console 
S30 


COLOR TV 
S125 


HOERSCH HOME APPLIANCE 


307W. College Ave. 
733-4406 


53 Hi-Fi, Stereo 


Radio, TV 


USED COLOR TV 


NOVAK'S McKinley Soles 


201 N, Richmond 
734-7166 


USED STEREO COMPONENTS 
Good selection including Realistic, 
Akai, Gorrard, Magnavox. 


TRUDELL'S. VALLEY FAIR 


54 Wearing Apparel 


FORMAL& BRIDAL GOWNS 


For Rent— Lovely Selection 


By appointment 734-6754 


SMALL 
SIZE 
WOMEN'S 


CLOTHES— Jr. size 3 to 9; chil- 
dren's snowsuits. size 2 & 3. Ph. 
725-5923. 


55 
Musical 


Merchandise 


ALLEN 
CHURCH 
ORGANS 


presented in this area by: 


SCHULZ MUSIC CO. 


208 E. College Ave, 
734-1454 


SAVE ON PIANOS & ORGANS 


HOOPER MUSIC. INC. 


1 mi. N. of Monitowoc on Hwy. 141 


EXPERIENCED OWNER 


OPERATORS 


With a good safety record and a late model COE sleep- 
er tractor to pull company trailers. !f you qualify we are 
looking forward to meeting you. Personal interviews 
will be held Friday, Morch 9, from 2 p.m. to 9 p.m. and 
Saturday, March 10, from 9 a.m. fo 8 p.m. at the Ho- 
liday Inn, U.S. 41 near 9th Ave., Oshkosh, Wise Call 
414-233-1511 contact Mr. Martin or Mr. Jennings of 
Daily Express, Inc. 


38 
Business 


Opportunity 


AvoMooie TR5 . 


STAIE HOWES. MERCER. WIS- 
CONSIN. Highest ctwntnlisions in I 


ihpmei. Write or to"! 7l5~a7*WL 


PROJECT ENGINEER CAREER OPENING 


In Fine Paper Mill 


Opening nt ior a project engineer, •with 5 years or -more indus- 


trial expsrisnce and a SSME or ME degree. Paper Mill •experience 
preferred, birt nol essential. 


Excel lent opportunity f or drveriificaticm. Projed -work responsi- 


bilities Jn process equipment ond building structures will cover de- 
sign, plonning, layout, estimating, project -(Vsirfication ond m- 
stolbtion supervision. We ore on independent, awt-center mill. 


We offer e^cellant compensation bosed on your potential 


ond/or experience, ond on outstanding benefits pactoge. 


Our plont a located tn the neort of lower Michigan's resort 


orea, less fhorj two hours from downtown Chicago. Ysar-round 
recreofiorioloct/vfiesondgood schools ond colleges. 


Contort, or write Dean McKinney, 


Personnel /Relations Manager 


Watervliet Paper Company 


Drwsion of HomT>srmi/l Popsr Company 


An iqual Opportunity Employer 


PRODUCTION 


PLANNING 


This is a new position as on assistant In our Produc- 
tion PJannina, Department. 


Job requirements include on wnderstondmg of machinery 
specifications, drowmgs ond loyools, worlt lime require- 
ments, ond scheduling techniques. Ability to gother ond 
compile 'rnformotion, follow-up on completion schedules, 
and communicate with oil deportments ore prime requisites. 


Applicants should hove a minimum of 3 years experience in 
production scheduling or industrial engineering. No degree 
required. 


We design ond manufacture converting machinery for the 
poper, film ond foil industries. 


We offer on outstanding insurance program plus profit srior- 


PAPER CONVERTING MACHINE COMPANY 


P. O. Box £89 Green Say, Wisconsin 54305 


Apply in Penan or Call 


Tel. No. 414-494-S6Q1 Ask for Mr. Bartz 


Our f lant « located on Hwy. 41, between De Pere ar>d Green Soy. 


55 
Musical 


Merchandise 


25th ANNIVERSARY SALE 


Terrific buys on pianos 


HEID MUSIC CO. 
'308 E. College Ave. 


Appleton 


56 Dogs/ Cats, Pels 


BLACK POODLE PUPPIES 


2 monlhs old. miniature. 


Ph. 725-8773. 


" 
COLLIE PUPS 


Black, white & sable, S weeks. SIS. 
Phone 766-5286. 


POODLS PUPPIESalsostuds 


Toy-Mlniature-Stondard 


AURORA KENNEL 


Oshkosh 235-7758 


SALUKI-female. I'/i vrs., AKC, 


Champion dam. Shots. Hos been 
shown. Obedience trained. 739- 
5436. 


YORKSHIRE TERRIERS 
Zlesemer's Kennels 725-4036 


58 Garden Needs 


GARDEN TRACTOR-Case 7 h.o.. 


with mower (used). (2) Your 
choice $399. POWER VILLAGE, 
Hwv. 41, 739-3503. 


59 Snow Equipment 


SNOWBLOWERS 


Eska and Wheelhorse. 5, 7 and 8 
HP. Also some fine used snow- 
blowers. We repair all makes and 
models. 


Ed Calmes & Sons Imp. Co. 


712 E. Summer St. 
734-1981 


USED RIDING TRACTORS 


7, 10 and 12 h.p. with snowthrowers 
and mowers. Reconditioned. 
GRIESBACH EQUIPMENT. Inc. 
1334 W. Wisconsin Ave., 733-8521 
Open Daily 7-30to 5-30, Fri til 9. 


60 Articles for Rent 


DRY WALL SCREW DRIVER — 


Power Screw Drivers, Rotary 
Hammers, Saws, Sanders, Tile 
Cutlers, Routers. 


SARGE'SA-l RENTALS 


1931 W. Wis. Ave. 
739-1843 


SAVE Big! Do your own rug and UD- 


hoisterv cleaning with Blue 
Lustre. Rent electric shampooer 
SI. Northside Hardware. 


61 Articles for Sale 


EVEREST & JENNINGS wheel 


choir, like new, with extra fea- 
tures. S65. Ph. 733-0681. after 6 p.m. 


NEW GRANDFATHER CLOCKS 


5200-Morble lamps S10 to S30; 
Wooden statues S5-S12; marble 
vases 510 to S15; marble mloid 
desk with choir S175; 12X15' rug 
S70; Portable bar S200. 1421 North 
Si Ivercrest Dr. 739-4548. 


30" GAS RANGE—Refrigerator- 


Freezer, upholstered swivel colo- 
nial rocker. Ph. 733-1900. 


63 Heating Equip. 


HOME HEATING PLANT 


For sale. National U.S. Radiator 
Co. Boiler. lnDut-175,000 B.T.U., 
' Output-140,000 S.T.U. This boiler is 


<n new condition. All controls in- 
cluded. 
Size 
of 
boiler— 


24"X24"X42" high. Contact Main- 
tenance Deot., Lawrence Univer- 
sity, 739-3631, Ext. 283 or 245. 


Power humidifiers for your Hot wa- 


ter system. 


Better Home Heating 


& Air Conditioning 


817 N. Northland Ave. 
733-2161 


64 
Plumbing 
Supplies 


FAUCETS PARTS—Complete line. 


Stems. Packing, Handles—tor 
most faucets. 


BARON PLUMBING SUPPLY 
1344 W. Wisconsin Ave., 734-2746 


65 
Construction 


Equip, and Tools 


FORD BACKHOE—model 1821 with 


loader. 24" bucket, good condition. 
S2800. Ph. 739-3745,- 


70 Wanted to Buy 


COMICS BEFORE 1954; Movie 


Maoailnes before 1950, paying 10 
cents to tl each; JSO for Superman 
No. I; Big Little Books, Si each; 
Playboy 1953,1954; Coke a Cola ad- 
vertising; old tovi. il to « each; 
also slot machines, 1100 each. 
Writ* P. Morauordl, Rt. I, Pine 
River, WIs. 54965. Ph. 715-25S-765I 
evenings. 
r 


TEEN CRIER 


Free Teen-Crier Ads 


For Students 12 to 17._AII 
Teen-Crier 
Ads Must 
Be 


Placed By Mail, Phone Orders 
Cannot Be Accepted. 
Ads will run 5 consecutive days un- 
der this classification unless can- 
celled sooner. Advertising will be 
accepted lor ARTICLES FOR SALE 
PRICED UNDER $50. Price must be 
stated WORK WANTED. WANTED 
TO BUY. There Is no charge for 
these ods which must be placed by 
teenaters tor teenagers. No ods will 
be accepted for the sale ol outomo- 
tibles. furniture, television, appli- 
ances, or firearms, or pedigreed 
dogs, cats or horses. Mall order ad- 
vertising not accepted. 


NOTICE 


Teen-Crier-Users 


Please report any discrepancies 
pricewise or otherwise to the Classi- 
fied Department of The Post-Cres- 
cent. Where prices are higher than 
Quoted or there are other misuses 
the ads will be removed and adverti- 
ser charged for the number ol inser- 
tions at the regular earned rate and 
all further use of the Teen-Crier Col- 
umn will be refused to the adverti- 
ser. 


AQUARIUM $15 


Has everything. 739-1260. 


BABYSITTING JOB WANTED — 
Bv experienced, reliable bov. 13 


years old. in the Clovis Grove 
area Call alter So.rn ,725-3157. 


BOY'S SUIT—Size 16, S6. boy's 


sport coots (2) size 14 8. 16. 55 ; 
girl's olaid coat, size 8, $5. Excel- 
lent condition Ph. 739-6489. 


CRAFTSMAN 


Tape recorder plover, S45. 


Ph. 725-5743 


FOR SALE 
Colt 35 Ib. bow 


Coll 725-9297 


GERBILS & CAGE : 
Ph. 739-2995 after 4:30 


GIRL'S GREEN 3 speed bike, 535. 


Ph. 725-3488 


GUITARAAAP. 


Excellent condition. Hos foot 
Switch. S50. Coll 739-1260. 


GUITAR $25 


Excellent condition. 739-1260. 


HAMSTERS—3-6 week old golden 


hamsters, 50 cents each. Phone 
722-0410. 
_ 


HARLEY DAVIDSON BLACK 
LEATHER 'CYCLE JACKET — 


SizeL. SJD Ph. 734-1W1. 


PANASONIC STEREO—19 watts, 


AM-FM radio with built-m turn- 
table & speakers. SSO. Ph. 734-2452 
after 4p.m. 


PART BEAGLE dog to a good home. 


1 year old. Good watch dog. SI. 
Phone 725-6040. 


STINGRAY BIKE—Good condi- 
tion, S13; Weights. 110 Jbs. Like 


new, S15. Ph. 725-5609. 


TWO FEMALE & ONE BUCK Flem- 


ish oiont rabbits, S1Q each. All-pe- 
digree & one registered. Ph. Z25- 
4933. 


WANTED USED ALTO SAXO- 
PHONE in good playing condition. 


Ph. 725-6436. 


WILL DO BABYSITTING 


Northwest side. 


Ph. 739-1898 


WILL DO BABYSITTING 


Northwest side. 


Ph. 734-6739 


68 Fuel, Wood/ Oil 


Dry Fireplace & Furnace Wood 


KNOKELUMBERCO. 


311 N. Linwood. Appleton. 733-4483 


70 Wanted to Buy 


WANTED ELECTRIC TRAINS — 


Any condition. Li nel, American 
Fiver. Ives, etc. Coll 734-1530. 


WILSON CHROME steel racket. 


525. Three way speaker box. SB. 
Ph. 725-5743. 


6STRINGGUITAR — 


In excellent condition, S15. Phone 


733-14SB. 


3SOAP BOX DERBY 


CARS—SlOeach. ._ 


Ph. 757-5923 


15 & 16 YEAR OLD GIRLS woulB 


like babvsitting iobs. Reliable & 
love children. Ph. 734-0896. 


Keep them earning for you. 


If you have prior service, you can earn up fo S56.10 
per 4 hour meeting, plus retirement benefits. 


, The Army Reserve. 
It pays to go to meetings. 


2nd Battalion, 84th Division 
U.S. ARMY RESERVE CENTER 


933 Third St., Menasha, Wis. 722-0225 


FOX CITIES -BUSINESS StRVICf 
DIRECTORY 


This Week's 


Featured Service 


UPHOLSTtRlNG 


Furniture Uphosle'-d, ?*iopire 
Cor Trimrnng. Convertible TOPS 


SEAU U?HCU5T£7Y 


Av» - 


E. R. REYNEBEAU 


OWNER 


APPLIANCE REPAIR 


- Maytatj, Ct 
ociofv Parts" 


f-oclorv Trotiwa Service Mcnl 
R C. PRANGt (.0. 733-5511 


WASHER & DRYER SERVICE 
OVER 100,030 PARTS IN STOCK 
GOOD_MOUSEKEEPJNG SHOP 


AUTO REPAIR 


ROYAL DODGf 


Service Depf, 


1619 W. Wis. Ave., 739-6381 
24 Hour Towing Service 


Coll 739-6384 


„. ;BA5EM£flT R'EPAJR; ' 
| PERMA-WAY 
™ 


[We s1oo -wtrtrr 


, sumo tmmtn, S. nit 


UPHOLSTERING 


Uc.*.&Mtrr«i, 


Cor Trlmmlns, Ccm*t^Jt/lt TOPS 


UPHOLSTERY. 
vf - 734 -lOft? . 
333 W 


TRENCHING 


JIM SCHNEIDER nulto 


SPOTLIGHT YOUR BUSINESS 


Hove your ad appear m ihtt 


D»r«ctory. Call 739-0166. 


lEWSPAPERr 
INEWSPAPERif 


Every day your Classified Advertising pages offer you a complete 


Boats and 


Accessories 


AMF EMPLOYES 
SPECIAL DISCOUNT 


BOATS-MOTORS 


HIGH CLIFF MARINE 
HIGHCLIFF-989-1340 


BOAT—Flberglasslng cloth and 


. 
resin topes, cements, boot sun- 
dries. Any Quantity. Free Instruc- 
„' tlons. Best Prices. Dealers In- 


vited; HOFFER GLASS CO. 


BOAT TRAILER WANTED 


Am looking for a good, service- 
able, but Inexpensive used trailer. 
Send Information and price to Box 
L-75, Post-Crescent. 


CARVER-TROJAN 
Complete 1973 Line 
Also fine selection of 


Used Cruisers 


LAKESIDE MARINA 
"Open 7 days weekly" 


Winneconne 
582-4321 


CHECK OUR PRICES 
BEFORE YOU BUY! 


YOU'LL BE GLAD YOU DID! 


STARCRAFT BOATS, EVIN- 
RUDE MOTORS, TEE-NEE 
TRAILERS. 


PAUL'S LAWN &MARINE 


Hollondtown 
766-2039 


JOHNSON Oujboord 
Motors. 


OCONTO Cruisers, LUND AMER- 
ICAN, YAR CRAFT, SPARTAN & 
EZ LOADER trailers. 


VALLEY MARINE, INC. 


100 Water. Menasho 
722-6379 


Hours: 8.30-5 Mon. - Sat. 


Eves, by appointment 


STARCRAFT—MERCURY 


Complete line on display 
"Best Prices Anywhere" 


HORN FORD. Brlllion. 756-2115 


'73 BOATS ON DISPLAY 
Signa. McKee & Yar-Craft 
FORT FREMONT MARINE 


Hwv. 110 Fremont 
446-3220 


39' MATTHEWS SEDAN—In very 


good condition. Loaded with ex- 
tras. Must be seen to be appre- 
ciated S6.000. Ph. 414-921-0236. 


1973 CHRYSLER BOATS S. MO- 


TORS NOW ON DISPLAY 


FAMILY FUN SHOP 


• 
225 E. 2nd St.. Koukauno 766-4841 


1972 I.M.P. SANTI—18' fiberglass 
deep V with 140 h.p. Mer. Cruiser. 


Has top & many extras, S3995. 
Less than 20 hrs. on rig. BENSON 
MAR INE. 725-0721. 


80 Snowmobiles 


1971 POLARIS SNOVMO8ILE—28 


H.P. cover and stand. Extra drive 
belt. Excellent condition. 722-7180. 


1971 SKI-DOO SNOWMOBILE — 


New track. -Excellent condition. 
S475 or best offer. Stockbridge 439- 
1115- 


81 Sporting Goods 


- 
ALLEN SALES 


QUAUTY HOME POOL TABLES 


S99. TO S999. 


530 W. College 
Ph. 739-7802 


BROWNING AUTOMATIC shotgun. 


3 in. Mag. 1 yr. old. Like New. S170. 
Ph. 738-5150. 


3UZ FARMER'S 
TABLES & CUES. 


431 W. COLLEGE AVE. 


82 Camping Equip, 


for Sale 


APPLETON CAMPING CENTER 


TERRIFICBUYSON NEW! 


Folddown trailers, 6 sleeper. S1817 
value. Now S1295. Travel trailer, 
with hitch and complete hook up, 
S2473. value. Now S1950. 22" travel 
trailer, complete withliitch 8, hook 
up. S429S. value. Now S3295. Used 
folddawRS. S695. & up. Used truck 
campers S395. & up. 
312 W.Northland Ave. 
734-3484 


• 
CAMPER CITY 


Just arrived—STARCRAFT low 


pro travel trailers. Real deals on 
5th wheel trailers. 2 used travel 
trailers 17 ft. S, 20 ft. 2 clean fold- 
down hard tops—2—1972 travel 
trailers. BIG SAVINGS. 
1025 N. Badger Ave. 
733-3072 


CAMPER 


.For Vi ton pickup truck. Eauipped. 
S300. 788-5150. 


"COACHMEN—Truck Campers & 


Viking Fold downs for 1973 are in. 
FRiClCSoh 114, Neenah. 


COMPLETE HITCH CENTER 


Weld on or Bolt On 


Sway controls & all accessories 
ROLLING WHEELS, INC. 


Hwy.41,S.ofAppleton 
739-4339 


DELUXE MOTOR HOME 


1970.35', completely air cond. Rea- 
sonable. 788-5135 after 6. 


FAN & FROLIC 


TRAVELTRAILERS 


Used travel trailers & folddowns. 
Accessories, Hitches 8. Wiring. 


MAC'S CAMPING CENTER 


311 Railroad St.. Kim. 
788-1569 


FANTASTIC SELECTION!! 


5th Wheels. Motor Homes. Trail- 
ers. Campers. DON'T BUY ANY- 
THING. UNTIL YOU TALK WITH 
US! 


HAPPY HAROLD'S 


• * 
TRAILER SALES 


' (Located 7 miles S. of Wauoaca on 
Hwy, 22. Wouooco. Wi. 


Phone 715-253-2422 


LAKEVIEW CAMPERS 


Soles—Setvite—Rentab 


Tr. trailers, Compers. Trk. Cops. 


Over 50 units in stodc 


Phoos 98S-15B4 


3 mi. So. of Sherwood on Hy. 55 


-PETE'S CAMPING CENTER 


. 
HwvOOKoukouno 
766-3123 


SEEYOUATTHE 
PARK PLAZA SHOW 


Mor.S.9.10&ll 


THE BARN 


2097 Irish Rd. (Of}) 
72S-75i» 


-SPECIALS* 


•73-TV Chccnoion 
„ 
S4195 


~n—3f Oramoion. 
S6895 


S'orcraft foldon-n camper 6 sleeper 


SB9S.OO 


IOP BRAND MOTOR HOMES 


SPORICOACH • DCPIORR • STAR- 
CRAtt • 1HSURE TIME • CHAMPJON. 
-A1SO SPiOAlS ON TKAVH TRAHSiS, 
CAMPERS I TRUCK CAPS. NO PAY- 
MENTS UNTIL MW. 


SH AW1SE AU SALES * SE RVJCE 
J'-j mi, north d Two Rivers on <?. 
Phone 793-157*. OPEN MOM. Inru 
FRJ. S A.JA. Jo 9 P.M.. SAT. S to •«, 
SUN. 


: 
THE BOSS IS 
GONE SALE 


OUT Boss is on Vototion and -we mi/41 
ssll 20 units *i$ wDBk. SO ... WI OK 
AH OUR OWN DEALS THIS W£iK 
ONLY!!! 
COME ON OUTS TRY US... 
WE ARE REA11Y DEAUNGIJ 


US£D MOTOR rIOMFS 


•7BW)MiN£SftG02711, 
"72WINMESA&0 2M1. 
' 


, 
SRiWNEW'LEFTOVER. 


ALL THESe UNITS ARE SPE- 
CIALLY PRICED, 
GREAT SELECTION Of= WolKteif 
Romtilers, TTOilblozer*- Wlnnc 
iwositn wheel (WSTOCK2 
; 
ROLUNG WHE8S, INC 


,«wv. -m , S *t AOTlftof) 
739-W29 


87 Motorcycles 


COME IN & SEE 


THEALLNEWHARLEY-DAVIOSON 


SS350 


FEATURING: 


Elect. Start 
5 speed trans. 
Tach & speedo 
5 way odlustable shocks 
Twin down tube frame 
Directional signals 
12V elect, system 


ALLTHIS& 


MORE "POWER" TOO! 


ONLY $895 
AT THE SIGN OF THE 


BIG NUMBER ONE 


APPLETON HARLEY-DAVIDSON 
2144 W. Wis. Ave. 
733-2258 


LAKESIDE CYCLE 


HWY 108, 114 


739-1515 


REALLY SAVE!! 


20—1972 SUZUKIS Brand New 


KIN KAI SUZUKI, LTD 


2036E. Newberry 
733-2122 


Used MOTORCYCLE CLOSEOUT 


APPLETON DATSUN 


Highway OOat Meade 739-7731 


•67 KAWASAKI 350cc 
S395 


CEASE'S INC. 


Little Chute 
788-1263 


IF THE HOME YOU WANT to buy 


is not listed in these Want Ads 
today, try placing a wanted to buy 
ad of your own. Ph. 739-0186. 


1972 HONDA 


350CL 


Call 739-1301 after 5p.m. 


1972 350 HONDA—Electric start 


Call 734-6735 trom 9 to 5 p.m., otter 
739-0447. 


REAL ESTATE 


RENT 


BULLETIN! 


Talk About A Bargain 


POST-CRESCENT 


WANT-ADS 


That reach 47,000 


homes daily'—51,000 
homes every Sunday 


ONLY 


,$1.33 PER DAY* 


FOR A 5 LINE AD 


* When ordered under the 8 doy can- 
cel lotion plan. 


An Estimated 20 Words 


APPLETON 


CALL DIRECT 
739-0186 


NEENAH-MENASHA 


722-4243 


95 Rooms for Rent 


ACROSS 
FROM 
APPLETCN 


THEATRE—215 N. Oneida. Room 
with kitchen privileges. 739-4646. 


APPLETON—Young man to shore 


house. 515 week. Private bedroom. 
Color TV, shower. 733-9948. 


SKY-VU MOTEL 


Weekly and monthly rates avail- 
able. Phone 757-5446. 


CLOSE IN—Girls or men to share 


attractive furnished house, i bed- 
rooms, 1 very large. Kitchen, bath, 
living rrjom. 766-2669. 


NEAR COURT HOUSE—Bedroom, 


kitchen, private bath. 1 mature 
adult, gentleman. 734-2058. 


NEAR YMCA—Single room for girl. 


Kitchen, laundry & parking. Ph. 
734-0779. 


N. LAWE—1 Birl to shore. Living 


room, kitchen, laundry, park.ng. 
SIl.wk-Ph. 739-0287. 


N. RANKIN or W. KAMPS-Man 10 


share furnished house. Private 
bedroom. Ph. 731-2694,733-9770. 


N.W. SIDE—Clean room for work- 


ing man. Kitchen & parking. Phone 
733-5400. 


SNUG INN MOTEL—Rooms, also 


Kitchenette. Weekly rotes avail- 
asle. Hwy. 47 of 41.734-5753. 


WISCONSIN AVE. E-—Room for 


gentleman. Shore living room, 
kitcnen&bath. Parking. 739-5302. 


W.WISCONSIN AVE. 


Room for gentleman. 


Ph. 734-3757. 


96 
Apartments 
Furnished 


A DOWNTOWN APT.—For 1 girl to 


share with 3 others. TV & air con- 
ditioning. Ph. 739-3204. 


A MAN'S APARTMENT 


1104 West Wisconsin Avenue—Two 
rooms ond private modern bath. 
S100 per month. Security deposit 
reauired. Apex Realty 733-7050. 


APPLETON, DOWNTOWN 


Girls to shore. 725-2945.739-0798. 


APPLETON—Motthios Ct.. New 


loroe 1 Dedroom. Heat, stove, re- 
frioerator included, l-oroe storooe 
room. Garage. S170. Available 
Feb. 20.739-W79. 


APPLETON—1 room 3or man. re- 
Irig.. modern, orivote entrance. 


S75.73A-SM3. 


APPLETON—Furnlsned one tied- 


foom u&per with oarope. utilities 
not included. Shore basement. Lo- 
cated 01 7011- E. Wilson. STO. Coll 
Van's Realty 734-S932. 


APPLETON ST. N.—Close In, tor ! 


or Z Utilities inciuSed. Ph. 733- 
90SBor 73*9501. 


DaUXE APARTMENT 


623 W. 6Wi St.—ijorpe new 1 feed- 
room. 1 ot loflults. No leosc. S165. 
733-9397. 


FARMHOUSE DUPLEX »N S.E. 


NEENAH—Newly redecorated & 


Jurmihed 1 Bedroom. All utilities 
'Included. S150. Ph. 725-3J62. 


FULI.Y PURNISMEO 


Aopleton N.E.~Wcw Studio, 1 * } 
tfflrooffl-S-UD, S1SS. SJOO. W41I 
convidcr short term leases. 
OuChateou Reel Estate 739-1177 or 
low Rcolty 733-B777. 


•K'lWBERLY—1 fceflroom *JJI- 


lcncv. Coroetino, 1-tvino room- 
kilchen cpmtimolton, both, 4/lill- 
tles >on3 Joundrv 1ocillti«. S125 
734-8220. 


WEWASHA—Botement out. Utili- 
ties. Corotrted. Woshcr. drvcr, 


itiower. Slid. Gentleman ore- 


. 722-2951 or 722-2394. 


NEAR COLLEGE AVE. - fur- 


tilshed 1 tofdroom efficiency ooort. 
menl. toroftlns S. oil »/1illtics in- 
Cloflfd *9D. Security ««w»it. 73*- 
2166 after 7o.m. 


NEENAH 


Levelv 1 bedroom act, «>roc1cd liv- 
>!r«i rwm, private carting. 7J2-S197 


. Set. 9 to 12- 


NEENAH—Near ttoMJltol, «lrl to 


«>mpletelv lurniihefl oot,. 


utilities. Porting. 72J- 


23M. 


TMJ$ WEEK ONLY 


With ourctics* «f <COTV StorOTrtl in 
stock? FREE SPARE T1R£ A 
WHEELiPRWACY CURTAINS. 


PAUL'SLAWN & MARINE 


HoHcndtown 
7M-203W 


NEENAM-J room Itwer. Ideal lor 
l. Mor. 10. L«a«. No 
. 72M331. 


NEENAM-3 room vooet ool. All 


rfriritt*. 
Now. PorWrig. J»h, 7J2- 


3924 W no answer tell I 
roomings. 


Thursday, March 8, 1973 
The Pott-Crctcent, Appleton-N»»nah-M«na»ha, Wit. 


(THE RYATTS 
•BYJACKaROD 


SOME OP THE V 
AN ™ 
EY HAVE TO 


KJPS AT SCHOOL SCRIBBLED } REFfclNT TH' ENTIRE 
OH THE CLOAK-BOOM WALL... / 
ROOM / 


^ IT SERVES THEM RIGHT, 


TAD... THEIR PARENTS 
SHOIJLP HAVE TAUGHT 


THEM BETTER 


THAN THAT/ 


•O WE 


A PAINT 
I CAN 


HAVE 
>> 


BRUSH I 


96 
Apartments 
Furnished 


312 N. MORRISON—1 bedroom 
upper furnished apt. Modern— 


nicely furnished. $125 include util- 
ities. Parkins. Security deposit. 
Ph. 733-2422 or 733-0509. 


21B'z E. WINNEBAGO ST.—Fur- 


nished apt. Including heat & water. 
No pets. SI 10. Ph. 788-4525. 


1515 W. WISCONSIN AVE., Studio 


apt. Air conditioned, carpeted. 
Heat & water included, si 10. Ph. 
739-5472. 


RANCH STYLE APT. 


Large, studio opt. furnished if de- 
sired. Private entrance & patio. 
Just off Midway Rd. Start at S130 
per mo. 733-0112, 739-5302. 


W. SPENCER—Roommate wanted 


to share large 2 bedroom opt. Call 
734-0826 after 5 or weekends. 


97 
Apartments 
Unfurnished 


AM 


RESERVATIONS 


Now Being Token For 


THE ALL NEW 


CAMELOT 


1-2-3 bedrooms, split level living in 
Fox Valley. Stove & refrigerator, 
dishwasher, carpeting rhruout, 
drapes, air conditioning, garbage 
disposal, washers & dryers. Heat & 
water furnished. Ph. 731-2882 or 788- 
27SO. 


A 
A 
A 


1 bedroom oats. Brand new. Re- 
gency Ct. Near Valley Fair. Heat, 
water, stove, refrigerator, air, car- 
peting & drooes. 731-2882,788-2750. 


APPLETON—Matthias • t., new 


large 1 bedroom. Heat, stove, re- 
frigerator furnished. Large stor- 
age room. Garage. S140. Available 
'Feb. 20. 739-5479. 


APPLETON 2602 N. Bennett, Avail. 


March 20, 2 bedroom, carpeted, 
stove & refrigerator. S140 month. 
734-4257 or 739-6515. 


APPLETON—Close in, 1 bedroom 


duplex. S100 mo. No pets, security 
deposit. Ph. 722-4004. 


APPLETON N.E.—V bedroom apt. 
furnished or unfurnished. With heat, 
carpet, a/c, appliances, laundry fa- 
cilities, parking & storage. Rent 
from S140. Call 739-8949 otter 4 for 
appointment- 


THE COLUMNS, 
' 


WOODMERE COURT 


APPLETON. N.e. — Deluxe., com- 


fortable, well-located, large, 2 bed- 
room, lower apartment. Good 
storage area. No lease reauired. 


AMERICAN HOME 


& REALTY, INC. 


Owner 788-3191 
739-6281 


APPLETON—Nice upper 2V? bed- 


rooms, appliances, garage, carpet- 
ing, utilities. Adults preferred. 
Available March IS, 731-3371. 


APPLETON 


Colony Oaks subdivision. Deluxe 
new 2 bedroom, side bv side du- 
plex, complete with carpeting, 
dishwasher, stove, refrigerator, 
garage. About 40 lineal ft. of clos- 
ets. No pets. Immediate occu- 
poncv. S190 month. 733-6870. 


AVAILABLE NOW 


Adults preferred. Appliances and 
utilities furnished. Apt. 7. 1800 W. 
Pershing St. 734-8575. 


BLUEMOUND VILLA 
W. 4Jh St. near Treasure Island. 


1 and 2 BEDROOM 


APTS. & TOWNHOUSES 


All utilities except electric. Appli- 
ances, oir conditioners, draperies, 
pool, patios, balconies. 


RESIDENT MANAGER 
BURNS SENGSTOCK 


731-2264 
739-7894 


CHATEAU VILLA—3 bdrm. town- 


houses. All utilities furnished. 
Families with children only. No 
oets. SU3 mo. & up. BURNS 
SENGSTOCK, orop. mor. 739-7894. 
COLONIAL 
VILLAGE 


14 2 BEDROOM APARTMENTS 


731-4252 


1500 Longview Dr. 


Ronge. retrigerotor. oir condi- 
tioned, draperies. See our remodel- 
ing changes & w-oke our home Your 
home! Weekdays. 4-z. Sot. & Sun. 12-' 
StOrbyooooinlM^entifvourdesire) • 


S. GREEN VIEW—I bedroom du- 


Dlex, Coroeted living room, disco- 
sol. Tveor sctrools. 739-2576. 


SiLVERCREST DR.—3 bedroom. 


eorpeted, rcmge, gorogc. Air conn 
Adults only. No oets. S1«. Secuntv 
deposit. 734-7706. 


SILVER CREST DR. 


3 bedroom aot. S140 oer month. 
Phone 733-'93»3, 


SPACIOUS & BEAUTIFUL 


J4X3? corocled, 2 bedroom OP'.. 
electric ineot. oir eonfl., colored o»- 
4>lionc«S- «3lst>OSo1, corcorl onfl Jots 
more! S mm. trom Atroleton. Only 
SW. Coll 7£S-2923or ~BB-579«. 


97 Apartments 


Unfurnished 


DURKEE ST. N.-Large upper l'/2 


bedrooms, heat, garage, base- 
ment, inside stair. S110, security 
deposit. 734-9504, shown by ap- 
pointment. 


EINSTEIN AREA—2 bedroom du- 
plex, carpeted, stove, disposal, full 


basement, garage. Lease, secu- 
rity deposit, no pets. S150. 733- 
5795. 


E. NORTH ST.—1 bedroom lower. 


Parking. No pets. Newly redeco- 
rated. S75. 1000 E. North St. Smoll 
house in rear shown Sat. 5 to 7 p.m. 
only. 


EVERGREEN Square 


301OW. Spencer St. 


Available, 1 & 2 bedroom Apts. Car- 
peted, appliances, heat & water fur- 
nished. Lease required. Phone 731- 
1714. 


FOX BLUFF APTS. 


Beautiful River View—1 & 2 bed- 
room cpts. Appliances. 600 N. 
Owaissa. Walking distance to shop- 
ping 8, University. Take Wis. Ave. 
East to Owaisso. Turn South on 
Owoisso to ADtS. 731-1261, 739-1311. 


FRESH AS SPRING 


BRAND NEW 


Deluxe duplex townhouse. 706 
Hawthorne Dr., Colony Oaks. 2 
bedroom, IVj baths, fireplace, fam- 
ily room, dishwasher, self-clean 
oven, disposal, fully carpeted, at- 
tached garage- S250 per mo. Secu- 
rity deposit. No pets. Lease. Ph. 
757-5805 evenings and weekends for 
appointment. 


GARDEN TYPE APTS. 


S. River & East St.,1 & 2 bedroom 
with patio & balcony. Appliances. 
carpeting, air. heat & water. From 
S140.1 month free. 739-0897. 
GILLETT HIGHLANDS — 2 bed- 


room townhouse, 1 Vr baths, stove, 
refrigerator, & carpeted. 739-4509. 


KAUKAUNA SOUTHS1DE—2 & 3 


bedroom units, S130 to 5165 per mo. 
Security deposit. No pets. Thomp- 
son & Klein, 766-5069. 


KIMBERLY 


2 bedroom with garage and water. 
5135. Ph. 739-8144. 


KIMBERLY—Large kitchen, 1 bed- 


room, living room & bath. Utilities 
included S115. Adults. No pets. Ph. 
734-8220. 


MAPLECREST COURT APTS 


Available immediately. 1 ond 2 
bedroom units. With heat, hot wa- 
ter, fully carpeted, drapes, stove. 
refrigerator, air conditioning. 
From S145 to S195 monthly. 739- 
7187. 


MENASHA—Clavis-Grove area. 1 


bedroom duplex. Garage. Appli- 


ances, heat, hot water. May 1. De- 


posit. S135. Ph. 725-2366. 


MENASHA—Milwaukee St. Ketno- 


deled 3 bedroom home. Garage. 
S140. Carpeted. Drapes. 725-5149. 


MENASHA—Now renting. Brand 


new duplex with attached garage. 
Separate utilities. S150 per month. 
Available Mar. 1. E & R, 722-6466. 


MENASHA—2 bedroom opt., 5 yrs. 


old. Lots of closets, separate 
drive, basement & utilities. 733- 
8229. 


MENASHA—2 bedroom duplex. 


Carpeted. Garage. Available Now. 
S170. Ph. 725-1302. 


MENASHA—108 Tayco.'4 room up- 


per. Clean, paint, remodeled. Ga- 
rage. April 1. SI 19. Ph. 725-6949. 


N.E. APPLETON—2 bedroom mo- 


bile home unfurnished. All car- 
peted. Available April 1. Set uo on 
trailer court. May be purchased. 
982-^161. New London. 


NEAR VALLEY FAIR—Large 2 


bedroom townhouse. IVz baths, 
heat water, appliances, SJ75. No 
pets. Ph. 733-3914. 


Neenah Florist Gardens 


3 bedroom upper available now. 
S1S3.75. Ph. 725-J967 alter 3p.m. 


97 Apartments 


Unfurnished 


NEENAH, 1040 Hunt Ave.—2 bed- 


room townhouse, appliances & 
central air conditioning. S170 a 
month. RA1NTREE DEVELOP- 
MENTS, 725-2229 or 725-9296. 


NEENAH, 1038 W. Cecil St.—1 bed- 


room duplex. Basement, garage. 
S125. Rent deposit. JIM TEM- 
BELIS, 722-0039. 


N.MORRISON 
2 bedroom lower. 


739-04 92 after 4 p.m. 


105 Wanted to Rent 
KOHL'S employe would like 2 or 3 


bedroom house or lower apt. with 
garage in Appleton, with pet if pos- 
sible. Have goad references. Apr. 
1. Call 1-608-365-4565 or write Post- 
Crescent Box L-90. 


SMALL WAREHOUSE OR WARE- 


HOUSE SPACE WANTED—1.000 
sa. ft. to 1500 sa. ft. for storing 
perishable food products and a 
truck. Lease preferred. Write or 
call Jay's Foods, Inc. 11600 W. 
Dixon St., Milw., Wis. 53214, Ph. 
258-0505. 


619 N. STATE ST.—Upper 2 bed- 


room, adults preferred, no pets. 
$100 & security deposit. Avail, im- 
mediately. 733-1685 after S. 


2 BEDROOM 


Carpeting throughout, built-in 
range, utilities furnished. Security 
deposit, lease. S152 a month. Call 
BYTOF Realty Realtor, 739-1252. 


2010 MAPLECREST DR.—1 bed- 


room deluxe. Range, refrig., heat 
8, hot water. S'i35. Ph. 739-7187. 


99 Houses for Rent 


KAUKAUNA 


For rent or sale. 497 Forester Ave. 
Spacious Colonial home over- 
looking Fox River. Large lot. 3 bed- 
rooms, 7 ciosets, formal dining. I'/i 
baths. Garage. 8 minutes from Ap- 
pieton in auiet neighborhood. 
Available Now. Ph. 766-3778. 


KIMBERLY—220 W. 2nd. Can be 


seen anytime. Will lease or rent by 
month to suit you. 2 bedrooms, car- 
peted living room, kitchen with 
electric range furnished. Large 
utility room, 2'<2 car garage. 21 r 
blacks from Kimberly High 
School. 9 blocks from Catholic 
Church. If interested call 733-4067 
after 5:30 p.m. 


NEENAH—W. Man to shore 3 bed-' 


room ranch. Color TV. S60per mo. 
Phone 725-5411. 


WAVERLYBEACH 


Small furnished home. 2 mature 
adult men. Ph. 734-2058. 


926 ONEIDA RD., 2 bedroom, 2 


story, IVj baths, full basement. 
5125. 
946 ONEIDA RD., 2 bedrooms, 
bath, full basement. S125. Security 
deposits. Ph. 722-7023. 


THREE BEDROOM APT. or home 


about June 1. Ph. 734-26S9 ask for 
Bob Yoerin. 


4 BEDROOM HOME by executive 
in N.W. Appieton or West Neenah 


area, by May 1. Write to Box L- 
97, Post-Crescent. 


White spoce 


Increases 


leadership 


of Ads! 


REAL ESTATE 


SALE 


120 S. OUTAGAMIE ST.—2 or 3 bed- 


room home available April 1. Secu- 
rity reauired. Fremont 446-2922. 


102 Business Prop. 


NEW OFFICE SPACE 


675,816, or H35sQ.-ff.. vacant, fin- 
ished to fit your layout. 
LONG REAL ESTATE 


• 
731-2354 


A WISCONSIN AVE. OFFICE—iOO 


or 300 sa. ft. Reasonable with park- 
ing. By owner. 733-6123. 


INDUST. PARK. S.W. Deluxe of- 
fice space, includes utilities & 


parking. 
VAN 
EPEREN 


REALTY, 734-2213. 


KAUKAUNA—Warehouse with 


showroom & offices. Available 
Apr. 1. Approximately 3,162 sa. ft. 
of space. Ph. 766-5637. 


NEENAH. OFFICE SPACE—Ao- 


prox. 1.000 sa. ft. Suitable for quiet 
office activity. Available after 
April 15. 725-4348. 


NORTHLAND.AVL 


Commercial property will build to 
suit. Office or store area. Good lo- 
cation. Large parking lot. Ph. 734- 
9369. Victor Timrn Agency. 


OFFICE SPACE—3300 sa. ft., excel- 


lent location, next to highway 41 on 
Spencer St. Heat, Water, elec- 
tricity, air conditioning included. 
Can be divided. Warehouse, stor- 
age soace also available. Call Carl 
Sengstock.at MR. REAL ESTATE 
for details. 739-1291. 


OFFICE SPACE—Menasho. Corner 


of Mill & Water, overlooking the 
canal. Offices from 150 to 5,000 sa. 
ft. Parkino. 1st & 2nd floors avail- 
able. Beautiful executive office 
withfireolaceovailable. 725-7777. 


N.W. APPLETON. New 2 bedroom I 


ranch duplex, stove, disposal, all j _ 
carpeted, garage, lease & security 
deposit. S165.739-0978. 


PARKWEST 


425 N. LINWOOD AVE...Apple- 
ton—Elegant new building over- 
looking LJnwaod Park. Deluxe 2 
bedroom unit. 5221.00. includes all 
appliances, air conditioners, shag 
caroeting.securitv locked building, 
elevctor and laundry facilities. 


EXECUTIVE HOUSE 


300 S. MEADE ST.. Apoleton—1 
bedroom unit Sl4l.oooer month, in- 
cludes heot. hot water, appliances 
and oir conditioners. Close Jo Law- 
rence University. 


CALUMET COURT 


Furnisned 3 bedroom townhouse. 
S165.00 oer month. 2165 S. Fountain 
Ave.. Aspleton. Lease and security 
deoosiJ reauired. 


STEINBERG- 
ROBERTSON - 
AGENCY-REALTORS 


OFFICE 733-2393 


EVES. BOYDSNYOES 
739-4M2 


SOS CHASE 
722-4123 


DOUG ROBERTSON 
739-24M 


RIVIERA GARDEN APTS.—Has 


woitmo Hit for 5 & 2 Bedroom ants. 
1B35W. PershmgSt. 
Ph.J39-9*7i 


1834W.Morouet1eSt. Ph. 731-3072 


Duplex Townhouse 


Juit Jlnishino. 2 sxoroom, tioth S. 
colder room, seit tlron rfinoc, dish- 
washer, family room with tlreoloce, 
oltactirfl «srooc, LuryHouslv cor- 


efl, 779 Hawthorne Or .COLONY 


OAKS. $240. security <3eooi.l1. lease, 
newts. 


Soy IGnesboeh 733-9141 


Custom Builder 
Real Estate 


VILLAGE 


EAST 


530BRIARC4.IFF, APPLETOW 


S160 


o U>roe Bedr ooms 


riirec min 


All t/tiwies tTtMrt electric 


ri (oYen s playground 


Aircondltiorrtno 
Wtf 11-to-woTI carpet tf>9 


Corrtocl: Ron or Solly Mcns-on 


im -Rd., AM. 1 


W. HARRIS—3 room uooer act. 


Heat & tiM wotw, Wkorr Jfd coyole. 
No children or oets. 734-17S1. 


COLONY OAKS 


3 toeoroom bi-ieve! townnouse in- 
cludes all appliances, air tonov 
Jioninp, conx-tefl, POTOCIC. Avail. 
now. S2JD month. 
AVAIL. April J. 3 bedroom 1own- 
tious-r. Includes aoollonces. oir 
conditioned, coroeted, yatoac. 
S2i$Tnonth. Ph. 734-3401. 


rose Ct, 1 bedroom 


coroeted uooer. ills. Aoolloncw. 
oorooe. Mow. Ph. 72VOD67. 


WEE1JAM— Ranch flyolex with of. 


'oehed -BO-OBC. 2 tordrooms. tully 
coroeted A drjaocd. >air tcmdi- 
Honed, S1*i oer montn. Also a 
To«vntiousc aot , 2 bedrooms, oo- 
roor, ntnviv remodeled, carpeted. 
S1SO our monJti. PRESTIGE 
REALTY. 72S-.B772 •or 725-11111. 


WEETJAH —425' ?S. Green Boy Rd., 


1 twdroomuooer Gorooc, utilities 
not Incluflt-a.sni. References. 775- 
OB86. 


N££NAW—3 bedroom duplex fo*n- 


tiouse. l' 7 bottij, tawnent, ya- 
rope. Refcrer>c«< end security re- 
OjireO. Avail. April 1, S1«. No 
opts. 772-3S49. . 


NEENAH—3 JwOroom vowr. Meat, 


water & garage Includes. Wow. 
JAarrieg touole. No tiets. Oeoosit. 


NEENAH 


2 ttWlr^am duplex, ^orooe, «ir- 
oeted, •immediate occupancy. 722- 


NEEWAH—2 bedroom wooer, oil 


coroeted, oir coMfiflonins. Aopli- 
onces, Jfre&toce. SWS. 725-O89. 


OFFICE SPACE FOR RENT 


2 locations. Inauire 


ROLLIE WINTER AGENCY 


1216 W.Wis. Ave. 
739-0105 


REASONABLE—Waterproof, fire- 


proof space Tor rent. Any size. Ph. 
734-922Z 


STORE—2700sa. It., downtown Nee- 


nch. 
Available 
now. 
The 


STURGESOIfice. 725-1528. 


WIS. AVE W-—Deluxe office space 


including utilities. Parking. Secre- 
tarial help it desired. Strobel 
Agency 733-3S13. 


WIS. AVE. E.—1200 sa. ft. store or 
otlice space, vacont. STROBEL 


AGENCY. 733-35*3. 


$85 PER MONTH 


Approximately 160 sa. tt. of otf>cc 
sooce. newly remodelled, oir con- 
ditioned, utilises turnished, omplc 
sorkins. Contact McClone Con- 
struction Co. 734-457-J. 


303 SO. FT.—a room, ground level 
ottice or other use space. Adeauote 
oil street oarkinp. Sec owner below. 


31.000 SO. FT. commercial or 1ioht 
mfs. SPQCO. Zoned. 2" woter line. 16- 
IStt. ceiling. Looflmgromo. SOOOoer 
month. Available April 1. Mav lease 
in 2 oorts. 


CONTACT OWNR- Ph. 734-3023. 


103 Storage Space 


"Available Now" 


Public or Sealed worehous* io 
Facilities (located throuotiout the 
Ftnt Vollev on moior tiiermvnvs ond 
railroads. 


KAMPO 
WAREHOUSING 


CALL 725-WB" 


WAREHOUSING 


LEASED or PU8L1C Avoi loble 


Aooltton Mcnostio-Comtintd 


S. I 


| EQUAL HOUSING 


OPPORTUNITY 


' Publisher's notice: 
| All real estate advertised in this' 
incwspaper is subject to the Federal' 
•Fair Housing Act of 19M which 
makes it illegal to advertise "any I 
.preference, 
limitation, 
or 


'd'scrimination based on race, 
color, religion, or national origin or 
.an intention to make any such 1 
preference. 
limitation, 
or 


discrimination." 


This 
newspaper 
will 
not 


knowingly accept any advertising 
for real estate which is in violation • 
of the law. Our readers are hereby 
'informed that all dwellings ad- 
'vertisad in this newspaper are 
(available on an equal opportunity' 
IftttV- 


112 Houses for Sale 


AMELIA ST. 


Duplex, 2 bedroom, 2 bath, rec room 
in each unit. 86 x ^56 ft. lot. Price 
S36.900. 


VICTOR TIMM 


Agency 
734-9369 


AMERICAN TIMBER HOMES 


The leisure home featuring all wood 
construction with large trusses. This 
completely rustic home is of early 
American styling. 3 homes are under 
construction in Applet on area. 
COENEN REALTORS 


•REALTY- 


359 W. Nve. Horfonville 
779-6984 


CALL US, 739-3593 


Owner has 4 bedroom colonial on 
large lot in Colony Oafcs. Living 
room with formal dining, unusual 
family room with tireolace. 2'; 
baths. SJ7.500. 


COLONY OAKS 


Don't be short changed see this de- 
luxe 4 bedroom Colonial approxi- 
mately 2300 sa. ft. of living area. 
Paneled family room with stone 
fireplace. Large kitchen dining 
room, 2'/j baths, many laroe clos- 
ets ond built-ins. Office with built- 
in desk. Finished basement. Gas 
heat. Central air conditioning, in. 
ter-com, central vacuum cleaner. 
Double oaroee. Fenced vard. Im- 
proved street. SJJ.9QO. 


P. J. GILBERT REALTY 


Ph. 733-3229 


NEW DUPLEX 
SI 00 PER MONTH 


Florida Heiptits. Little Chute, close 
to Aooleton. For 10°» down ond less 
than S100 oer month you con live in 
this verv private, maintenance-free. 
2 bedroom unit with separate ot- 
tocned OBTOBCS. 73S-701*. 


NEW 


LISTINGS 
APPLETON 


PRWE LOCATION — Lorer com- 


m with lit'eptoce. T^o^cteorne TCC 


room with Jar, 2Vj 5)Bths, central air 
C0t»di1iof>ln9, tencrd votd, main- 
tenance tree -exterior, inonv eirtras,, 
MLSSMN 
SS&.iDD 


KAUKAUNA 


room rancti in t^ccMpnl area <of 


t>civ homes. Cc*m£>tci£'lv •car.pelrd, 2 


ll ttoths, Hrroioce in Uvma room, 


formal -dlnlno arco, lovely *;ilchpti 
with >pcrt i np arta , 
MLS595N 
S?9,5DD 


NEENAH 


BIG SUWMY -KlTtHEN — In this 3 


ranch in S 'E 
"MptrriaH 


loroe feoctvard -with fniH Tr^es, t& 


fpncod 'in. Ct'fi'roilv oif 


Warehouse Specialists, Inc. 


455 BnflMon Be<och Rd. 


is 
739-W7 


105 Wanted to Rent 


COUPLE W*NTS MICE 


T«ome of «Sy»lr< 34.E. Aooletcm fey 
June 1. Reference's Avoilcft»le. Coll 
233-2931, OihkcsJi oJter i o.m. 


COUPLE WITH CHILD S, PET—2 


of 3 bfdrTOrn house or duolex bv 
the month. Willing to OOY derosil i 
turnisTi r«terw««. PT>. 722-j»W 
Pona'duLoc, 


T^om, MLS 
REALCO 


IMC 
»£ALTO«? 


APPLETOW 


NEE'HAH-W.EM.'iSMA-V.LS 


APPL&TOW 
733-77B2 


NEETJAH 
7J2MW 


£ leaner 7/>olontv 


Alice St. Wwr* 


W.. G Zimmerman 
O. StillJnss 


77.5-55% 
72i-21S2 


»C. Blond 


112 Houses for Sale 


REAL 


BARGAINS 


APPLETON 


We have a large selection of brand 
new 3 bedroom homes in various lo- 
cations. Ready for your choice of 
carpeting and formica patterns. 
Some homes with garages and dinig 
rooms. Complete with sidewalks, 
concrete drives, and unbelievably 
priced from 520,900 to 525,900. 


"We will arrange the financing.' 


Don't hesitate calling iust because 
you only have a small down pay- 
ment. 


LEON G. FISCHER 


Realty 


General Contractor 


and Builder. 


733-6870 


DALE, WIS. 


Apartment house. Must sell. Reo 
sonable. Phone 779-6723. 


DALE, WIS.—Ranch style home 


Immediate occupancy. Must sell 
Phone 779-6723. 


DUPLEX-BY OWNER 
' 


Northwest of Aopleton. 2 large tied- 
rooms, carpeted living room, built- 
ir. stove, full basement, double ga- 
rase. Nice lot. Ph. 734-9405 after 4 
p.m. 


POLISHED PROPERTY 


Perfect for the tired or the retired. 
Absolutely NO work . . . every- 
thing is done! Older, l"j story 
home. 2 bedrooms and bath down. 
1V2 bedrooms up. Adorable kitchen 
and dining area—wait 'til you see 
it! Koukauna. 1ST TIME OF- 
FERED 
517,500 


RURAL RARITY 


Almost 2 acres bordered by a 
babbling brook in your own mini- 
forest. What a pretty setting for 
this BIG, 6vr. old colonial (1800 so- 
ft, living area). 4 bedrooms (2 are 
16' X 18'). I'/i baths. Family size 
kitchen. 2'/j car attached garage 
PLUS 24" X 30" outbuilding, just far 
enough out of the way ... 5 min- 
utes from Kaukouno, 10 minutes 
from Aopleton. 1ST TIME OF- 
FERED 
S35.900 


PAT RIEHL 
REALTY 
REALTOR 


739-9545 or 722-71 PS 
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NEW 3 & 4 BEDROOM 


We have a good selection of 3 and 4 
bedroom homes In the valley, some 
arc ready to occupy. S200 down an i 
low monthly payments based 
F.H.A. 235 program If you auallfy. 
FOX VALLEY BUILDERS. 739- 
1291. 


N.W.—Remodeled 3 bedroom, l'/j 


story. Lots of storage. Big lot. Low 
taxes. $13,600. Ph. 739-9561. 


ONLY $9,900 


Two bedroom one story located 
iust South of Appieton. Includes 
dining room, new roof and immedi- 
ate occupancy available. MLS 
929M 


NEAT RANCH 


Three bedroom just IV? years old 
and located near Schaeffer Park. 
Aluminum and brick exterior, car- 
peting, '/z bath in basement and 
home is iust like new. MLS 390N 
.. . 522,900 


SPACIOUS 4 BEDROOM 


Located on the Northwest Side. 
Huge family room with fireplace, 2 
full baths, large kitchen and formal 
dining area, stone and aluminum 
exterior plus many other desirable 
features. Call anytime for more in- 
formation. MLS 182N . . . 543,900 
ZUELZKE 


REALTOR-MLS 


1185. Appieton 
739-1166 


Hazel liethen 
733-6428 


Midge Sensenbrenner 
734-2367 


Jim Holdcroft 
733-2276 


DonZuelzke 
733-1372 


PARKWAY BLVD. 


This aualitv 3 bedroom home in an 
excellent neighborhood offers you a 
lifetime of comfortable living. Sev- 
eral of its outstanding features in- 
clude a lannon stone exterior, for. 
mal dining room, central air 
conditioning and a large cheerful 
kitchen. 
MLS 338N 
532.300 


PFEFFERLE 


REALTOR—MLS 


Office 739-7352 
819 W. Wis. Ave. 


John Pfefferle 
739-0956 


BY OWNER-OUPLEX 


1300-04 S. Bartell Dr. 2 bedroom 
units, rental S130 Plus utilities per 
unit. 525,500. Ph. 734-2015 or 739- 
0060for apDOintment. 


BY OWNER 


Greenville. Spacious 4 bedroom, 2 
baths, IVs acre wooded lot. 2 cor 
heated garage. 2.200 sa. ft. living 
space. 535,000. 757-5581. 


BY OWNER 


Kaukouna. Northside, convenient 
location near schools, churches & 
Thilmany's. Older home of distinc- 
tion on over 3^ acre. 2 apartments, 
large ottic and basement. Lower 
apt consists of 3 bedrooms, large 
carpeted front entry, dining room 
and oversized living room with 
fireoloce. modern kitchen & both 
with tile. Upper apt. is ideal as 
rental investment. Consists of 2 
carpeted bedrooms, living room, 
modern kitchen & tile bath. G.E- 
range included in each opt. & G.E. 
•washer & dryer included in bose- 
ment. New hot water heater, water 
softener, new roof & new gas fur- 
nace. Most rooms are oversized & 
lust pointed, dry walled or paneled., 
A must to see. Shown_by appoint- 
ment only. 766-1425or 766-4353. 


B-17 


112 Houses for Sale 


FAMILY HOME 


Near Appieton' West—Quality built 
of lannon stone. There's a fireplace 
In the living room, formal dining, 
sun porch, 3 bedrooms, l'/i baths and 
a 2 car garage. MLS 601N. A REAL 
BUY AT 528,900. 


CALL A 


BOHL GIRL 


LORRAINE 
JANET 
DOROTHY.H 
BETTE 
DOT.B 
RUTH 


734-1659 


REALTOR/MLS 


733-0912 
734-0489 
734-8408 
733-0490 
733-2050 
734-1659 


FAMILY HOME 


Gillette Highlands 


Immediate occuooncv can be had on 
this d bedroom, 2 bath home. Featur- 
ing huge kitchen-family room with 
buMt-ins. Finished ret room in base- 
ment. Carpeted through-out. En- 
closed rear oorth and 2 car garaoe 
Excellent condition throuah-out and 
only five years old. MLS 263N. 
S38.500. 


MANY OTHERS TO CHOOSE. 
PHOTOS AND COMPLETE DATA 
ON ALL MLS LISTINGS AT OUR 
OFFICE. DROP IN TO VIEW AT 
YOUR CONVENIENCE. 


DE NOBLE 
Agency 
Realtors 


Office734-5749 
SUE. Wis. 


EVENINGS PHONE 


Jay Hagman 
733-5704 


Joe De Noble 
733-1133 


RochelleAltenhofen 
733-0523 


Millie Quella 
733-6795 


FOR SALE BY OWNER 


I1? story home. 2 miles North of 
Kaukauna. 3 bedrooms. 2 full 
baths, family room, carpeted living 
room, built-in kitchen range. At- 
tached 2 car garage: Full base- 
ment. Situated on 11 acres of land 
with wooded area & oonds. Shown 
by appointment only, Ph, 788-2111, 


FOR SALE BY OWNER 


N.E. APPLETON, 3 bedroom 
ranch, V ? vrs. old. carpeted, rec- 
reation room, 2' ? baths, 2 car at- 
tached garage. Near schools, ex- 
cellent neighborhood. 533,900. 731- 
2320 after 5 weekdays, all day Sat. 
8. Sun. 


GREENVILLE 
COUNTRY 


HOME—With horse born on 4 
acres. 7 bedroom, 3' i baths, fully 
carpeted, 2 fireplaces. 2 car go- 
rage. Upstairs can be converted 
into 2 opts. Ph. 757-5105 or 984-9302. 


Highland School Area 


Large well built- 3 bedroom ranch 
home with 2 car attached garage. 2': 
baths. Family room. Built-in oven 
and range, loads of cupboards. Ex- 
tra finished, paneled and carpeted 
bedroom & rec room in basement. A 
very exceptional buy at: 
331,900 
MLS576-N 


HUG REALTY 


Realtors 
Members of MLS 


Ph. 739-9126 anytime 


NEW, MODEL HOME, ready for oc- 


cuoancv. 3 bedrooms and all the 
extras for family living. Shown by 
appointment. Financing arranged. 


SARKHOLTZ CONST. 734-<S345 


REACH OVER 160,000 READERS! 
USE THIS HANDY POSTAGE PAID 


WANT AD ORDER BLANK 


INSERT IN YOUR ENVELOPE 


To Order YCCT 


POST-CRESCENT 


WANT-AD 


By Mail 


Non-Comm«rcial Only 


LOCAL CASH RATES 


Publish my ad as follows. 


Publish f o r . . . 


Cosh C] 
Charge Z3 


Amount Enclosed (if cashL. 


Storting Date 


Name 
•" - 


.Days 


Lines 


3 
4 
5 
6 
7 
8 
9 
10 
11 
12 


8 Days 
6.82 
8.78 


10.60 
12.72 
14.84 
16.96 
19.08 
21.20 
23.32 
25.44 


5 Days 
5.25 
6.80 
8.25 
9.90 


11.55 
13.20 
14.85 
16.50 
18.15 
19.80 


3 Days 
3.85 
5.02 
6.15 
7.38 
8.61 
9.84 
11.07 
12.30 
13.53 
14.76 


IDoy 
1.54 
'2.02 
2.47 
2.97 
3.46 
3.96 
4.45 
4.95 
5.44 
5.94 


M.OOExtro for Box Number 
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- HOW TO DETERMINE THE COST OF YOUR AD - 


Count on overage of 22 letters or spaces per line ond reftr to rote schedule above for COST 
Name, address and phone number, if includes in od, should be coun»»d os words If box 
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SAVE $$$ ON THE 8-DAY PLAN* 
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CUT HERE-PASTE ON YOUR ENVELOPE 


BUSINESS REPLY MAIL 


NO POSTA&t STAMP WtCESStmr IF MA1UO IN THE UWTID S7ATJS 


O.AS5"* 


PERMIT No. 40 


Applelon, Wis 


WANT AD DEFT. 
THE POST-ORESCENT 
P.O. BOX 559 
APPLETON, WIS. 54911 


'SPAPERf 


m& 


Every day. your Classified Advertising pages offer you a complete 
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mm^tkmmmmmmimmMm 
^^mamm 
mmK^^mamm^^ 
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STARTING? 
RETIRING? 


2 Bedroom Ranch with detached oa- 
rage. 6ixl50lot. $10200. MLS 587N. 


FAMILY HOME 


Lovely l Vj story styled home with 3 
bedrooms, IVi baths and attached 
o.araoe. Located In Town of Men- 
asha near Valley Fair on deep 
wooded lot. Municipal sewer and 
' water connected. S20900. MLS 600N. 


GET AWAY 
FROM IT ALL 


Nice little Farm. 4 bedroom home 
Sliding gloss doors separate livin< 
and dining rooms. The dining room 
has a real neot carpeted window 
seat. Rec room and extra kitchen 
basement. Exterior is maintenance 
free. This 5 acre farm also has barn 
silo, machine shed, granary an1 
shed. Only 15 minutes Irom the City 
534,000. MLS 567N. 


CALL US TODAY 


Off ice phone 739-1228 
FREDRICK 


Realtor 
MLS 


Formerly Honkamo Realty 
310 N. Oneida St., Appleton 


Evenings or weekends 


Norm Krause. Mgr. 
725-1827 


JeanZuleger 
731-3846 


Hazel Kuberth 
739-1765 


Elmer Honkarru 
734-2433 


Herb Mitchell 
766-1522 
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HORTONVILLE—New ranch home. 


1572 sg. It. & double garage. 
$26,000. Ph. 757-5834. 


Psstt! 


• 
WORD GETS AROUND. 


YOUR MONEY 


CAN'T BUY MORE! 


: 
NEAR TO NEARLY EVERYTHING 


Excellent kitchen planning went 


- into this iust built 3 bedroom 
- ranch—accessible to schools, 


churches & shopping. Classic cus- 


- torn built genuine oak cabinets with 
- handy snack bar & delightful dining 


orea. Lots of carpet. Oak trim 
thruout. Durable colorlok siding 


" with oartiol brick front. 2 car at- 


tached garage. Concrete walks & 


1 drive. 525,900.00. 


STAIR WEARY? 


- No stairs to climb in our brand new 
~ refreshing ranch1 with 3 carpeted 


bedrooms (Living room also beau- 


Mifullv carpeted), located in invit- 
_mg neighborhood. This home has 
, plastered walls & oak trim fhruout, 
,a2 car attached garage, concrete 
- drive, aluminum sidina with partial 
. brick front. An added attraction— 
-ALL 
IMPROVED 
STREET. 


525,900.00 


A TOUCH OF BRICK 


^Aluminum siding with contrasting 
partial brick front. Unrivaled 
ranch with 3 bedrooms, carpeting 
thruout, oak trim, professional oak 
cabinets, special snock bar in 
kitchen. 2 car attached garage, 
concrete drive. 525,900.00. 


WEARRANGE 


ALLFINANCING. 
VANS 


REALTY CONSTRUCTION CO. 


801 Bluemound Dr. 


Office 734-8932 
. Jerry Hoen 
734-6485 


Gordon R. Van Dinter, Broker 


QUALITY MODULAR HOMES 


WO.LF RIVER HOMES 


Shawano, Wis. 
715-526-6910 


. 
BUBOLZ HOEPPNER 


Reoltor-MLS 
Office 739-5302 


.:: 
BY OWNER 


." Apoleton, Pierce Park area, 3 bed- 


_" rooms, 2 baths, living room with 
.natural fireplace, dining room, 
.". kitchen, all carpeted except bath. 
'. Major appliances, drapes & cur- 
•-.. tains included. Full basement, Rec 
. - room, attached heated garage. In- 


•' spection by appointment. Days 233- 


.- - 5021. evenings 733-5856. 


BY OWNER 


Cape Cod home, 4 bedrooms, 2 
baths, carpeted, 2 car garage, land- 


. scaped, trees. Close to Erb Park, 1 


blk. to Franklin School. Very good 
condition. 525 E. Morquette St. 


• 528,000. For appointment 739-2274. 


IS LOCATION 
IMPORTANT? 


Valley Fair area—We have a good 2 
bedroom home with convenient 
kitchen & utility room. Attached ga- 
rage. You will love the vard, too. 
MLS515N 
$11,500 


NO CLOSE 
NEIGHBORS 


This country 4 bedroom colonial is 
meant for Ideal family living. Fam- 
ily room with fireplace, formal din- 
ing, 1 ''i baths, 2 car attached garage. 
Many extras. Greenville MLS 280N 


S35.900 


ROTH 


REALTOR/MLS 


739-4167 
REALTY 


EVENINGSPHONE 


Marsha Brooks 
731-3085 


Kasoer Roth 
• 
725-6025 


P.J.Thieme 
733-0540 


IT 


IT has 4 bedrooms. 
IT has a large kitchen. 
IT has a family room. 
IT has 2 full baths. 
IT also has enclosed patio, large 
closets, rec room, 2 cor garage, 
fenced vard. 
IT IS 531,800 
MLS337N 


YOUR "GET STARTED" HOME 
One bedroom home with full base- 
ment, new furnace, remodeled 
kitchen and both. Nice lot. Garage. 
MLS 277N 
$8,500 


NORMAN W. 


W. E. SMITH REALTY 


TNT 


TRIM, NEAT and TENDED — Big 
15 ft. kitchen. Dining room, al 
aluminum outside. 3 bedrooms 
$21,900. MLS 424N. Call Now! 


BRICK — 3 bedroom ranch. Rec 
room with fireplace. MLS 386N 
$28,000. 


NEW — Brawny brick 3 bedroom 
ranch, family room, fireplace, patio 
doors. All carpet. Finest materials 
and labor. Now only $38,990. MLS 
540N.AskUs! 


KAUKAUNA — Brand new giant 3 
bedroom ranch. Owner transferring 
Red brick, central air, vacuum 
Many extras. Call Us! 537,900. MLS 
382 N. 


"SMILE WITH SMITH" 


W. E. Smith 


REALTY—REALTOR—MLS 


216 E.Wisconsin Ave. 


Helen Lenz 
734-214 


Ed Weiss 
733-8391 


Warren 6. Elaine Smith 
739-9515 


HALL 


COMPANY, INC. 
Member of "MLS" 


Norman Hall—Frank Gutreuter 


Realtors—Zuelke Bldg. 


103 W. College 
734-1497 


Jerry Fischer 
739-6239 


Dorothy Fieikow 
734-7372 


Lynn Schmidt 
733-8834 


James Temmer 
734-1320 


JAEGER 


WICK HOMES 


Manawa. Wis, 54949 
Phone: (715) 258-3591 


WOLF'S REAL ESTATE 


Office 
766-3641 


1815 S. MEMORIAL 


Priced to sell, this solidly con- 
structed 1 Vi story home has 3 large 
bedrooms, plus room for office. 
Screened porch & roomy garage 
odd to it's appeal. 523,900. 734-1839. 


$10,500 


Neat 2 bedroom bungalow near K-C 
main office in AAenosha. Large 
kitchen, dining room and lot. MLS 
376N. 


$17,900 


Lots of room, lots of possibilities, 
lots of lot. Older 2 story, 3 bedroom 
home with remodeled kitchen, new 
furnace and humidifier. Aluminum 
storms and screens. Located on W. 
Lawrence St. in Appleton. MLS 
483N. 


DOROTHY 


"is the name" 


16,500—Ideal 2 bedroom starter or 
retirement home—"PLEASING, 
COMFY and MODERN." Main- 
tenance free exterior—garage. 
MLS557N. 
JAEGER 


REALTY CO. MLS REALTOR 


731-4381 ANYTIME 
734-9454 


LOU DORN 
725-7439 


ALYCE BUTLER 
734-2784 


KAUKAUNA SOUTHSIDE—3 new 


homes, each with 3 bedrooms, Tr 
baths, family room, 2 car attached 
garage. Individually designed & 
decorated. Thompson & Klein, 766- 
5069. 


RANCH DUPLEX 


5.E. Appleton 


Seamed living room, oak trim, 
maintenance free exterior, indicates 
he thought given to building this 
Quality 2 bedroom home, with cen- 
rallv located garages. Ideal for 
owner on one side. 539,500. 73*1839. 


MUELLER REALTY 


REALTOR/MLS 
• PH. 734-6607 


S.E- APPLETON—By owner, ranch 


home near schools. 80x150' lot. 3 
bedrooms, fireplace in family 
room. Stove, dishwasher, disposal, 
barnwood finished rec. room in' 
finished basement, 2 car attached 
garage. By appointment, call 739- 
7186, Monday thru Friday 5 to 9 
p.m.. Sat. & Sun. 12to9p.m. 


LONG 


REAL ESTATE 


Jim Hensel 
739-6676 


Chuck Welter 
733-3683 


Dave Resch 
739-6835 


Norm Colson 
. 733-7709 


Ph. 731-2354 ' 


SPLIT LEVEL 


By owner. Franklin, Einstein, 
100X200' lot with trees, 3 bed- 
rooms, large family room, new 
carpeting, attached garage, con- 
crete patio, 739-6786 afternoons or 
evenings. 


VAN HOOF & VAN HOOF 
Reol Estate 
788-2149 


illie Wlifcr Afeicy, l«c. 


•-' 
REALTORS 
I 
SPACE 


^Q For the children in the huge 


|- upstairs bedroom of this 


cozy] Vi story home on deep 
Neenah lot. Two bedrooms 
down, newly decorated 
throughout, and garage. 
MIS583N 
'16,900 


-: 
IMMACULATE 


And spacious is this 4 bed- 
room older home with 1 Vi 


• baths, large lot, and garage. 


One of the bedrooms is on 
the 1st floor. 
MLS561N 
M7,500 


LARGE LOT 


In the country is She location 
of this newly listed 3 bed- 
room ranch with attached 
goroge. Home is attractive 
and clean—only 8 years old. 
MLS560N 
M 9,900 


NORTH 


Spacious 3 bedroom ranch 
north of Appleton on acre 
lot. Den, huge kitchen, 
"bowling alley" basemen?, 
and 2<or attached garage. 
Particularly dean ond quali- 
ty built. 
MLS 584N 
'29,500 


1216 W. WISCONSIN-739-0105 


Evening Phones 
'. 


Nancy Atkns _ .. . . 
733-5995 
Lois Kelley 
734-7706' 


Gat Pilgreen 
734-D2W 
Judy Semer 
_ 733-1314 


Undo SrMovsnAy 
731-15W 
Joanne Bowens 
. /33-26BS. 


Jons Sstletlc 
731-175? 
Grnny Sa^rming 
733-4707 


Mane Johnilon . 
. 
725-0403 ftortae fioTbrook. 
. 739-JJ549 


CARPETING 


And lots of it in this 4 bed- 
room fai-level in good south- 
east area. Family room with 
bar and 1 Vi baths. Good for 
the growing family. 
! < 


MLS457N 
'22,500 •' 


WOODS 


Cathedral ceilings in family 
room, kitchen, and living 
room highlite this chariming 
3 bedroom ranch. Situated 
on large wooded lot west of 
Appleton. 
MLS354N 
'32,900 


UNDER 


CONSTRUCTION 


APPLETON 


3 bedroom ranch. 2 car garage. 2319 
S. East St 
527,800 


NEENAH 


(3) 3 bedroom split-levels with at- 
tached garages. 
130Meadowvies 
:....S27,900 


126Meadowview 
526,900 


133 Hillcrest 
525.975 


3 bedroom ranch 
635 GreenfieldSt 
521,900 


TOWN OF MENASHA 


3 bedroom split-level, attached ga- 
rage. 1 'A baths. Hoase Street .527,900 


E & R CONSTRUCTION 


. 
Phone 722-6466 


WEBORG REALTY 


MORE LIVING 
MORE SPACE 


FOR LESS MONEY 


NEW TRI-LEVEL HOMES 


3 bedrooms, full bath. L-shaped liv- 
ing-dining area. Paneled family 
room. AH coroeted. 2nd full shower 
bath in utility room. 


From 523,460 


R.M. REALTY 725-7469 


BobMaley 
Broker-Builder 


BY OWNER 


Neot older remodeled four bed- 
room home near schools 8, shop- 
ping. Modern kitchen S, bath. 
Newly carpeted dining room 6, liv- 
ing room plus drapes. 2 car garage. 
By appointment only 733-3361. 
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KIMBERLY 


$600 Down 


2 bedroom home, 2 car garage 
(needs a little work) $82 per month 
to principal and Interest. Selling for 
only $10,500. 


Art Santkuyl 


AGENCY ' 


409W. Klmberlv Ave.. Klmberly 


Art Santkuyl 
788-4264 


LARGE FRONT PORCH 


Across the front of this older home. 
Basically in good condition, this Is 
a fantastic opportunity for the 
handyman. Cozy kitchen with a 
cute little pantry, -formal dining 
room, large living room, den and 1 
bedroom down. Attractive open 
stairway leads to 4 bedrooms and 
bath. Excellent location for anyone 
interested in renting out rooms for 
extra income. 308 E. Washington 
St. MLS554N. 
WHITMAN 


REALTORS-MLS 


Irving Zuelke Bldg., 10th Floor 


Phone 739-1206 


Shirley Stevens 
734-6769 


Carol Whitman 
739-1206 


David Johnson Interior Decorator 


LAST CHANCE 


F.H.A. No. 235 program is expiring. 


$200 DOWN 


if you can qualify. 


No children re-quired. Apply imme- 
diately, 
McCLONE CONSTRUCTION CO. 


734-4574 


113 Twin City 


Houses 


$200 DOWN 


and low monthly payments via 235 
Subsidy Program, buys a beautlfu 
3 bedroom, split-level home in top 
Neenah location. HURRY only 60 
davs left. 


G.6. NIELSEN, Broker-Builder 


Davs 722-3831 


Eves. 725-4779 or 725-8617 


Low Down Payment 
New 4 bedroom; l'/i baths; 2 stor 
colonial. Aluminum & brick exte 
rior. In Menasha subdivision, on im 
proved street. Land contract avail 
able to qualified buyer. MLS 526N 


523,20 


AMERICAN HOME 


& REALTY, INC 


MLS-REALTOR 
Office: 739-6281 


Earl Boettner 
Oshkosh 235-682 


DickHolbrook 
725-479 


SamThlel 
757-517 


MENASHA 


Duplex in excellent condition. Good 
moneymaker. 


DON KEMPS REALTY 


722-4004 


MENASHA — Neat 2 bedrooms, 
basement, garage 
S17,90i 


NEENAH, West 7 miles — 3 bed 
rooms, attached garage 
..$23,900 


E. L GEHRT 


Real Estate —725-5521 —Realtor 


BY OWNER 


901 E. Frances St. 3 bedroom 
ranch, l'/j car garage. Redwood 
exterior. Panelled rec room m 
basement. Many extras. Immedi- 
ate occupancy. Call evenings or 
weekends for appointment, 734- 
5952. 


MOVE RIGHT IN 


MENASHA 


BY OWNER 


4 bedroom brick colonial, pic- 
turesque ravine view throughout 
the year from appealing family 
room with masonry fireplace. Low 
40's. 733-2055 for an appointment. 


113 
Twin City 


Houses 


A NEW LISTING 


AT LAST! A 3 bedroom ranch with 
Franklin fireplace in family room. 
Full basement. 2 car garage at- 
tached. Fenced-in backyard. South 
Neenah. All this for only 521,900. 
MLSOOON. 


NEAR MENASHA SCHOOLS— 
520,900. Out «<«"""> owner MUST 
SELL. MokeCfJI (Yedroom ranch, 
kitchen buil-'vyLU basement, at- 
iached breezeway & garage. Lovely 
:reed lot. MLS 464M. 


:>RICE REDUCED from 512,900 to 
511,900 4 bedroom older home with 
downstairs remodeled. Includes den 
&. formal dining room. 2 car garage. 
Neenah. MLS 493N. 


ZINGSHEIM 


Realty—Realtors—MLS 


Vern & Bertv anytime 725-2713 


New duplex—Attached garages. 724- 
726 9th St 
529,900 


NEENAH 


IVj story—3 bedrooms—finished rec 
room. 125 King St 
519.900 


E & R CONSTRUCTION 


Phone 722-6466 


NEAT 


and clean is this roomy, S bedroom 
home. Ideal for the large or growing 
family, with 2 bedrooms down and 3 
UP. Bright & cheery "eat-in" 
kitchen. Low maintenance siding. 
Walking distance to elementary 
school. An easy on the budget 
513,900, with attractive financing 
available. MLS 601M. 


CHARRON REALTY 


REALTOR-MLS 
Bob Ruth 
Eorl Tanguay 
C. W. Peterson 


PH. 722-0651 


734-4990 
722-6756 
733-1523 


LEHRER BROS. 731-4241 


Reinhold Lehrer, Builder 


CHOICE LOCATION 


3 or 4 bedroom split level home, 
^replace. Patio. Large landscaped 
lot. Under 521,000. Carver La., 
Menasha. Ph. 722-7562 mornings. 


OPPORTUNITY 


Older 3 bedroom home on 
large commercial lot. Plenty of 
room to add on for a small 
shop or business. Home is 
presently in good condition. 
Well traveled commercial 
street. 
MIS909M 
"1 4,500 


2 APARTMENT 


Located at 119 W. Wisconsin 
Ave.; 2 furnaces, 2 woter heat- 
ers, 2 electrical services and 
commercial lot are only o few 
of She features -which moke this 
property attractive for the in- 
vestor. Drive by and call about 
MIS910M 
'20,000 


315 East College Avenue 


louae Bronagm, 
Jim femsdy .. 


739-1W2 
739-E97J1 


DON'T DELAY 


WENASHA 
S22.900 


/ very nice 3 bedroom split-level. 


Beautiful ook floors, ceramic both, 


iodern kitchen, full basement, 
riendly young neighborhood. 


NEENAH 
S16.000 


Older 3 bedroom. Good condition in- 
ide ond out. Dining room plus fam- 
V, l'/i baths, 2 cor garage. Walking 
istonce to American Can washing- 
onSt. plant. NEW LISTING. 


NEENAH 
S20.900 


.O.S. home needs o little T.L.C- 3 
edroom ranch. Lovely ook floors, 
iodern kitchen, IV? car gorage. 3 
locks from Neenoh pool in o auiet 
evidential neighborhood. 


M EENAH 
S19.900 


Vhat fomily couldn't use 2 full baths. 


closets olus 2 storage areas, full 


Jxjsement plus 2'z car garoge. SEF 
1 HIS4 BEDROOM HOME ~Or>AY 


BJERKVOLD 


REAL ESTATE AGENCY 


PH. 739-1962 


Harvey Johnson 
739-7194 


NEED 4 BEDROOMS? 
For beauty and comfort inspect: 


301 Looas St., Menasha 


333 WinnebOQO Ave., Menasha 


753 Chestnut St., Neenah 


KELLY REALTY 


Ann Kelly, Realtor 
722-3453 


NEENAH—Near Soring Rd. School, 


by owner, 3 bedroom ranch fully 
carpeted, dining area, tiled base- 
ment, with den, 2 car garage. 
100X160' lot. 523,500. 725-8891. 


FAMILY GROWING?? 


4 bedroom, Cope Cod. 2W baths. 
Full basement. Aluminum siding, 2 
cor oarage — CHECK THIS, BE- 
FORE BUILDING!! Low taxes. 
Town of Menasha 
526,900 


Joyce E. Wessenberg 
REALTY 
REALTOR 


722-5443 anytime 


"FOR SALE SIGNS" 
not on our homes!! 


For-The Best Home Buys 


Before The Rise 


BRAND-NEW 


230 E. HOOVER ST., Aopleton. 4 
bedroom split-level. T/2 baths, car- 
peting. 


1133 ALVA ST., Menosha. 4 bedroom 
contemporary ranch. T/j baths, 
large kitchen. 


1012 GROVE ST., Menasha. 3 bed- 
room ranch., carpeting. 


MELISSA ST., Town of Menasha. 2-3 
bedroom ranch, attached garage. 
1 '/j baths, many extras. As low as 5% 
down. 


CROCOO 
Realty — Realtor 


OTYPARK 


i bedroom 2 jtory older home 
w!th formal dmmg room. Seau- 
tiful woodwork. Enclosed front 
porch. 5 cor goroge. Available 
?or iinmed<ote occupancy. 
AUS394N .„. 
'17,900 


REALTORS • MLS 


1001 West'College 
739MS301 


KaylocoEJeJl 
739-6059 


NormDeBroux ... 739-1056 


LEHRER 


REALTY 8, CONSTRUCTION 


1215 Airport Rd.. Menasha 


WoIlvS-Aants 
Tel. 722-502 


INCOME PROPERTY 


Primrose Crt., Neenoh. 1 bedroom 
duplex. Fully carpeted. Garaoe. 
Basement, 722-65". 


It's A Friendly House 


Immaculate Ti story, 3 bedroom 
home in excellent Menosha location 
close to all schools. Near Lake Butte 
des Morts. MLS DOOM. 
TOWN & COUNTRY 


REALTORS 


•U7S. Commercial. Neenoh 


Phone 722-2321 


Harold Chew 
722-6693 


Edna Loomans 
722-8229 


Cornev Krautkromer 
. 
722-4142 


Just Usted-$l 1,500 
Older 3 bedroom home, formal din- 
mo, basement, newer Jurnoce. Near 
downtown Neenah. MLS OOON. 


SHAFFER REALTY 


REALTOR-MLS 
772-OU7 


113 Twin City 


Houses 


Thursday, Match 8, 1973 
Th« l>o.NCr»»e«nt, ApPl«ton.N>«noh.M»no»ho. Wit 


"QUALITY" 


"Like new" (3) bedroom ranch. 
Comfortable 19' living room with 
olush carpeting. 1V X IV dining area 
featuring Oak Paneled wall and 
built-in china cabinet. All drapes & 
curtains, included. "A Wife's Dream 
Kitchen". Built-in oven, range, dis- 
posal, stainless steel sink. Custom 
oak cabinets finished to perfection in 
rich dark stain. Poured basement. 
Maintenance free "Color-Lok" sid- 
ing in a pleasing green finish. Aluml- 
num self-storing windows for even 
less maintenance. Huge (2) car oa- 
rage, concrete drive, fenced yard. 
Near Tullar, Conant & Armstrong 
schools. 


"A Home to be Truly Proud of" 


JUST LISTED 
S23.800 


M A Y E R 


REALTY 
Dick Hester 
Gene Rogers 


REALTOR 


722-0727 
722-0270 
722-7169 


SOMMER 


QUALITY HOMES 


1066 Reed St. — 3 bedroom ranch. 
Dining room. Living room. Kitchen- 
family room. 1V2 paths. 2-wav fire- 
place. Carpeted. 2 car attached ga- 
rage. Concrete drive. Beautiful land- 
scaped lot. Excellent home and 
location. Priced at 534,900. 


Cream of The Crop Colonials 


located at S.E. Neenah and country, 
with 4 bedrooms, 2'/2 baths. Family 
room, carpeting, fireplaces. Base- 
ments, 2 car attached garaoes. From 
S36.000 to 551,900. All rated A-l. We 
welcome your inquiry. 
SOMMER 


115 Lofs for Sale 


HORTONVILLE — Large reslden 


tlol lots with water and sewer. 


QUINN REALTY 779-6962 


Large Suburban Lots 


8. acreage. Ph. 733-5719 


Jim Gresl Reallv& Builder 


116 
Out of Town 


Property 


HOUSE IN COUNTRY 


6 room house with garage & large 
barn on 5 acres, lust north of Shioc- 
fon. Will accept first mortgage or 
land contract. Call First Central 
Mortgage, Neenah 725-8011. 


ONE TO FIVE, FORTIES—Back in, 


mostly cedar swamp. Southern 
Marinette County. Waldo W. Rine- 
hard. Rt. 2, Shawono, Wis. 54166. 
Ph. 715-526-5280. 


117 Business Prop. 


FOR SALE OR LEASE 
W. COLLEGE 
AVE.—Large 


(60'x120') insulated building with 
off ice and rest rooms, 


MUELLER 
REALTY 
REALTOR/MLS 


734-6607 


STEEL BUILDINGS—To suit your 


needs. Competitive prices. BENZ 
CONST., CO., INC., 722-6436 or 
725-4713. 


WAREHOUSE 


6.000 sa. ft. Metal building on Bol- 
lard Rd. Present owner will lease 
from buyer until next summer. 12% 
return of investment. Extra vacant 
lot included. Call 733-4911. 


AGENCY 
REALTOR 


Office: 725-4853 


DoveSommer (G. R. I.) 
725-4478 


Loran Hurley 
722-7861 


Gerald Verstegen 
722-8185 


SOUTHWEST 


Neenah near Armstrong High, Co- 
nant & Tullar Schools. A good loca- 
tion and a very nice home at 1090 
Honeysuckle Lane, Neenah, Alumi- 
num siding qnd "2" car attached oa- 
rage make this "3" bedroom ranch 
and "ivy* oath home a good buy at 
this price. (MLS678N) 


HAASE 


AGENCY 
REALTORS 


MLS—725-8591—MLS 


Kath'v Karlstad 
Tonv Winters 
Carol Akkala 
Betty Brockman 
Don Wessel 
Bob Hanlev 


739-6000 
722-0066 
722-8901 
725-4705 


722-0437 


STILP AGENCY 


Ph. 722-7586 


Have comfortable living in this 4 
bedroom colonial, 2 baths, dining 
room, family room and living room 
with fireplace. Neenah Island. 


119 
Farms 


H. J. JENNERJOHN 
Auctioneer and Realtor 
Hortonville Office 779-4548 


Apoleton Res. 757-5520 


WANTED—Farms and country 
property. Quick action, full real es 
tate service. 


BADGER REALTY 
Country Living Deot. 


621 W. Lawrence St. 
731-1731 


Gene 734-5670 
Leona 734-2937 


130 Mobile Homes 


for Sale 


SPECIAL DURING THE 
MONTH OF MARCH ONLY 


Any new home purchased frorr 
NORTHLAND HOMES HWY 29 
EAST SHAWANO. WIS., will have 
a FREE WASHER DRYER OR 
COLOR TV placed in the home. 


FARMERS' MARKET 


141 
Livestock 


3 SPRINGING HOLSTEIN HEI 


FERS—Large tyoe. Curtis bred 
Ph. 446-3445 Fremont. 


142 
Livestock 


Wanted 


CASH FOR DISABLED — 8. fresh 
dead cows & horses. O. J. Krull, Fur 
Form. Ph. 733-7201. 


CATTLE 
OF. 
ALL 
KINDS 


WANTED—Call or write Cliff No- 
lan, 414-596-2925, Manowa, Wis. 


COWS WANTED—Springers and 


Heifers, all ages. Gerald Geenen, 
788-3242, no ans. 788-1436. 


HOLSTEIN HEIFERS WANTED — 


Open & bred. Now have orders for 
50 good herds of Holstein Dairy 
Cattle. Will also buy out your com- 
plete personal property for cash. 
Call or write ORVILLE GONNER- 
ING, Livestock Soles Service. Rt. 
2, Box 234, Kaukauna, Wis. (Form) 
414-788-3302or (Res.) 414-739-6068. 
HOLSTEIN HEIFERS WANTED 
All ages. Also complete herds. Ph. 
788-3332 Donald Gonnering Live- 
stock, Rt. 2, Box 230, Koukauna. 


WANTED—Cattle of alt kinds. Gene 


Gonnering Livestock, Inc. Rt. 1, 
Kaukouna. Wis. 788-2576. 


143 
Horses and 
Accessories 


HORSES 
LEASED 
BY 
THE 


MONTH—Horses boarded 8. for 
sole. Maple Lawn Farm. 757-5868 


WANTED TO BUY—Fox horses, up 


to 7c Ib. & 75 good riding horses. 
414-583-4009. 


144 Farm Services 


80 ACRE FARM with 5 bedrooms 


Born & other form buildings. Bun 
nell Realty. Shiocton, 986-3880. 


239 ACRES With machinery, 3 Har 


vestore silos. Beef or Hog setup at 
Black Creek, 5125,000. A. H 
STORMA-BROKER. Tel. 833-6414 
744 N. Main St., Seymour. 


15 Ml. FROM SHAWANO —60 acre 


farm, oil modern 4 bedroom home, 
built-in kitchen and laundry. New 
carpeting and draperies. 68 ft. mo 
bile home, like new. Small pros 
perous furniture business. 2 ga- 
rages, 100' shed. Stream. 70ft. fish 
pond. 5 acres of woods. Complete, 
542.000. Ph. 738-5247. 


120 
Acreage 


612 OAK, NEENAH 


Large 4 bedroom fully carpeted, 2 
bath home on double lot with 2 car 
garage. The vard has loads of fruit 
trees, fruit bushes, flowers and 
other trees. Very large convenient 
kitchen with many cupboards, huge 
work area and pantry. There are 
China nutches. bookcases and 
loads of closets and storage area. 
S23.900. Ph. 725-4833. 


114 
Home 


Building Offers 


CUSTOM DESIGNED HOMES 


PRESTIGE BUILDERS, INC. 


Serving the Valley—725-0111 


LAST CHANCE 


F.HA 235 program is expiring. 


$200 DOWN 


If you can Qualify. 


No children required; Apoly imme- 
diately. 


McCLONE CONSTRUCTION CO. 


734-4574 


15 Lots for Sale 


LOTS FOR SALE 
IN MENASHA 


PELTON AGENCY, 722-2551 


iONGRESS ST., NEENAH —Wide, 
deep lot across from Florist Gar- 
den Apartments. 54,500. 
NEAR K-C RESEARCH — West of 
Neenah. Large residential lots 
zoned for single or multi-fomilv. 
Some with trees. Municipal sewer 
8, water. From $4.800. 
Call NORM FREDRICK—REAL- 


TOR, 725,6306 


OTS S.E. APPLETON—Duplex 
S2500. 8 units S7.000. 739-3912 or 734- 
5555. 


28 ACRES witf. building site. S300.00 


per acre. 


COENEN REALTORS 


•REALTY- 


359W. Nve, Hortonville 
779-6986 


121 Lake Property 


for Sale 


CENTRAL WISCONSIN 


Nice Loke & River lots for sale, 
wooded sites, good'swimming & 
fishing. 


HOWARD H. BESTUL. Realtor 


lola, Wl. Ph. 715-445-3217 


ON OCONTO RIVER-Less than 1 


hr. from Apoleton. 2 bedroom year 
'round cottage, completely mod- 
ern. 92X750' lot. 739-6096. 


152 FT. OF FRONTAGE ON 
LAKE WINNEBAGO—East shore 


located near Stockbridge. Hos 
12X60' mobile home. 19' inboord/ 
outboard motor boat, 2 all con- 
crete boat houses with patios en- 
closed with prnomentol iron rail. 
Well and septic system, lawn and 
gravel driveway. Boat houses 
have fiberglass overhead doors 
with a 12X32" concrete oclio in 
front. Price to sell. This property 
must be seen to be appreciated. 
Write Box L-92. Post-Crescent for 
more detoils and an appointment. 


122 
Real Estate 


Wanted 


DO YOU HAVE 


FOR SALE 


A nice 3 bedroom home on large lot 
wilhtn 15 miles of Aoolelon. Out of 
town buver with excellent financing. 
Closino cs early as April 1 or os lote 
os June 15. Price range not 5o exceed 
S34.000. Please call 


REALCO INC. 


733-7702 


ESIDENTIAL LOTS—Excellent 
selection of restricted residential 
lots. In one of Aooleton's fastest 
growing sub-divisions. Some 
wooded & ravine lots still avail- 


E REALTOR 739-7352 


IVER LOTS—On She Lilv Siver, 
oil oooroved S99S & uo. H. J. 
Resch, 982-3650. New London. 


UNNY ACRES-Lots. single or 
multiple Jamilv. S2.600 ana uo. 


Financing available. 
TILLMAN REALTY 
733-«99Sor733-<765 


ACRES—f^or iole in wooded area 
located 15 miles W. ot Aooleion 
Write lo P. O. Sox 52, Seofliield. 
Wi. 5*969. 


All LISTINGS IN THIS AD CHANGE DAILY! 
APPLETON OFFICE- 2009 N. Richmond 


APPLETON OFFICE 739-1252 


HorslJochrnon 
733-2562 


r^^^bNeec^ 
739-UB8 


AlSoiisr 
739-3725 


John Gesrien 
788-3639 


Mgtge Chnsiensen 
739-7/194 


Julian Sow* 
734-5625 


IsiahHiil 
734-7413 


MarvinKonrad 
722-7819 


Herman Sodencal 
733-0004 


INVESTMENT 


Smaller 3 b-ed-roorn home wnlfi 
foossTrtsrrt, mony frees, ond ' Mum" 
Golf Course location. Will faring o 
aood return. 
MIS *373N 
»9,900 


JOHNSTON SCHOOL AREA 


3 bedroom ranch. Excellent condi- 
tion. Sosement bedroom, ret orea, 
office. V/i both, onochselgoroge. 
MLS/444N 
*27,900 


TWO UVING AREAS 


in this 3 bedroom horne. Upper 
level — two bedrooms, lower Jevel 
- carpeted with fireplace. Garage 
£• nice yard. 
MIS *501N 
. 
'29.9OO 


MADISON JUNIOR 


Plw MeKifiley & £ast High. New 3 
bedroom rcmth^taitefully deco- 
rated wrth monysxIrDs, 
MIS *S49N 
'30,SOO 


MEMBER OF APPUHQN 4 NEENAH-MENASHA MIS! 


NEENAH-MENASHA 


OFFICE - 134 £. Wis. Avs. 


WEST Of HIGHWAY 41 


Well tept Tjncri wrth •family roe/Ti 
plus r>/ce rec room in basement At- 
tached garage. You /I have man/ 
bopoy hours m this 3 bedroom. 
MLS #561N 
„. »23,500 


A WORLD OF UVING 


Is yc-urs in this spocious 
ne-or Wrnneconne 2>iba7hs, 3 or 4 
bedroom rone*! - tcs'ef-ully deoo- 
rct'ed with riony fjctros. 
MLS*457TMA7I4M '57,900 


NEENJAH OFFICE 725-8561 


Mason Taylor 
739-S056 


£>.ck *utz 
722-S590 


fvelyn ienmgsr 
1-5S2-7629 


Be/fa Grace 
722-3307 


ALL LISTINGS IN THIS AD CHANGE DAILY! 


Times Running Out! 
Prestige Builders, Inc. 


Has Only 10 


Split-Level Homes 
Remaining Under 


Government Subsidized 


235 Program! 


APPLETON 
|2) 4 bedrooms 


LITTLE CHUTE 


(1) 3 Bedroom & (2) A bedrooms 


BLACK CREEK 
|1) 4 bedroom 


MENASHA 


{4] 4 bedrooms 


iPfestige (Butiae/s Snc. 


N££NAH 


432 N.loke St., ?h. 7250111 


12-4 W. W«, Ave., Ph. 739-7S32 


DUPLEX OR t APT. BUILDING 


wonted bv private portv, in Aoole- 
ton. A-1 condition. Lond controct 
preferred. Write Post-Crescent. 
Box L-91. 


SELLING 


YOUR HOME?? 


Why not hove on experienced ond 
well established firm nondle the 
job for you? We ore in need ot 2. 3 
ond 4 bedroom homes tn all orice 
ronoes ond locations. Excellent de- 
mand for S20.000 to S30.000 ronoe. 
Need out-ot-city orooertits. Coll 
now, we need your orooertv. 


DE NOBLE Agency 


Realtors 


OHice734-S7« 
SUE. Wis. 


EVENINGSPHONE 
<• 


Joy Hoomon 
733-5704 


JoeDeNo&le 
733-1133 


Rochclle AlSennolen 
733-0523 
MillieOuEllo 
-.733-6795 


••Member Multiole Listlno" 


WE NEED LISTINGS 


ALL LOCATIONS t. PSJCES 
DuCHATEAU REAL ESTATE 


s?eoI1or-iWLS 
739-1177 


2 FAWLY O«? LASGE 


orooerlv worrtrt Jo Swv. tons con- 
Iroct orrlerrcd. Plcos* siotc in- 
lome. once t, locolion Write Son 
G-S9. 


MOBILE HOMES 


130 Mobile Homes 


for Sale 


MODULAR HOMES 3«»M 


DUTCH MARBOR 
••OO"LiHlcChi/le 
786 7140 


CIRC1£ ACRES 
Is. S>(t 


Wc>l tOay Worth Mot>Mc womcs 


4400 W. Writ. Ave . 
1'3TTil, West *>1 


'Hwv.Jil.Pti. 739•Bill 


BOU.QMOME— 7i»B with 


CORN DRYERS—Fuel oil or L.P. 


Gos, FOR RENT—To be set up on 
your farm. 4 cents o bushel. Also a 
oood suoplY of Furadan ot U.S. 
Plant Foods. Seymour. Wi. 
833-Z346. 


Ph. 


148 Farm Equip. 


641 FORD TRACTOR—With Supe- 


rior industrial loader, S2100. Ph. 
734-4742 otter 6 o.m. 


150 
Farm and 


Dairy Products 


FIRST & SECOND CRpV HAY—& 


old and new cob corn for sole. 733- 
0967. 


151 
Farm 


Seed-Plants 


GOOD QUALITY 


FIRST CROP HAY, NO RAIN 


Ph. 733-7270. 


152Auction Service 


We pay CASH FOR FARMS 
and PERSONAL PROPERTY. 
NOLAN SALES—Morion. WiS- 


SUNDAY, MARCH 11. at 1 p.m. 


PUBLIC COIN AUCTION 
2759 S. 15thSt.,Monitowoc 


Many Gold Pieces; Choice type 
coins; over 200 kev & semi-key 
Coins. Mostly top grade coins. Al 
Hrudka, Auctioneer. 2210 S. 14th 
St., Manitowoc. 


153 
Auction 
Calendar 


ESTATE HOUSE HOLD 8, AN- 


TIQUE AUCTION—Silver Dome 
Ballroom Greenville, Sat., Mar. 
10, 12:15 Sharo. Rockers, oif 
lamps, mercury glass. MANY 
WIANY ITEMS. Sole conducted by 
Coenen Realty. 


MARCH 10 at 11:30 A.M.—Personal 


Property of Joseph Gerbers, lo- 
cated 2'/i miles West of DePere on 
County Trunk "EE". Dairy Cattle, 
farm machinery, milking eauip- 
ment and feed. Sole conducted by 
Hilgenbero Sales, Inc. 


TRAMSPORTATIOH 


BULLETIN! 


Talk About A Bargain 


POST-CRESCENT] 


WANT-ADS 


That reach 47,000 


homes doily —51,000 
homes every Sunday 


ONLY 


$1.33 PER DAY* 


FOR A 5 LINE AD 


• When ordered under me 8oay can- 
cel lotion Dion. 


An Estimated 20 Words 


APPLETON 


CALL DIRECT 
739-0186 


NEENAH-MENASHA 


722-4243 


166 Trucks for Sale 


OK USED TRUCK 


'71 Chev3/« V-8, 23,000 miles 
71 Chev J« 4 wheel drive 
69 ElComlno automatic power 
•68 Chev (2) 3A,6,4speed 
68 Bronco 4 wheel drive 
c 


68 Chev 1 ton, v-8. dual wheels 
68 Chev '/z ton automatic, power 
'66 Chev ^ ton 
GRIESBACH CHEVY": 
OVER200CARSANDTRUCKS ' 


OPEN DAILY'til 10P.M. — ' 


HORTONVILLE 
PH. 779-4557 


"SPECIAL' 


1971 JEEP 4x4 Commando with 
hydra turn plow. Only 11.000 miles, i 


FOX VALLEY 
J 


TRUCK SERVICE " 


3103W.WIS. AVE. 


(NEXTTOVALLEY LEASING) , 


733-7306 


USED TRUCKS 
-• . 


1970FORD''jtonpickup 
"7r7" 


1969FORD Econolme van 
VI 


1969 CHEV 3,i ton pickup 
— 


1969FORD 1tonw/12ft. body 
-^ 


1969 GAAC3* ton pickup 
~ 


1968 IHC Jtonpickup 
ja 


1968 GMC tilt with sleeper diesel ~~ 
1966 DODGE V/2 ton 
•*' 


1965IHC21onw/rock 
~. 


1964 I HC^i ton pickup 4x4 
-= 


FOX VALLEY I 


TRUCK SERVICE I 


3103W.WIS.AVE. 
"^ 


(NEXTTOVALLEY LEASINGL. 


733-7306 
~ 


'73CHEV3.. Ton—Snowolow, 
_ 


4 wheel drive, loaded. 
'_"• 


'73 CHEV Blazer 4 wheel drive „ 
'72 DODGE Vi Ton pickup 
^- 


'72 DATSUN pickup 
— 


•69CHEVY ' i Ton pickup 
ss- 


Bob AAoder Auto, 1324 S. Oneia$ 
St., Appleton. Office 733-4540. Res- 
734-0698. 
?~ 


169 Autos for Sale 


MARCH WINDS 
^ 


through our lot have swirled 


knocking our prices ^ 


clear out of this world. :; 


72 CONTINENTAL Mark IV 
'~Z 


72 LINCOLN Continental 4 dr. 
Iy 


72MONTEG04dr..oir 
«. 


72 MONTEGO 2 dr., hdlp. 
-/ 


72 FORD Squire 10 pass. 
H- 


71 MONTEGO Wogon, air 
, ~! 


71 MERCURY Custom 4 dr., air ' 
±~ 


70 LINCOLN Continental a dr. 
•?•- 


70 FORD Squire Wogon 
— • 


70 AMC Ambassador 2 dr., hdtp. fj 
'69 OLDS Cutlass t dr., hdtp. 
^ 


'69 FORD '/} Ton pick-up 
Isf 


69 MERCURY Montego, 4 dr. 
^ 


69 VOLKSV/AGEN Beetle 
£ 


'69 PLYMOUTH Fury III, 4 door 
~~~ 


69 MERCURY Colony Park Wagon ~ 
68 LINCOLN. 4 door 
Z 


68 CHEVY Irnpola. 2 dr.. hdtp. 
ir' 


67 CADILLAC Eldorado 
r.- 


67 DODGE RT, 2 dr., hdtp. 
^- 


66 VOLKSV/AGEN Squareback 
^ 


66 RAMBLER Classic, 4 dr. 
~- 


66 LINCOLN 4 door 
—: 


64 MERCURY. 2 door hardtop 
3? 


AL RUDOLF I 


MOTORS 
f 


UNCOLN-MERCURY-PANTERA 
-> 


SOON. Superior St/ § 


'34-5126 
733-66S7I 


Open'1U9 Mon. thru Fri. 
. ^, 


165 
Automotive 


Wanted 


CASH POR YOUR CARS 
BOS MODE8? AUTOSALES 
1324 S OnejflaSl.Ph. 733-4540 
CASH FOR YOUR CAR 
APPLETON AUTO MART 
W. R1CHV,QNDo1»V. WJS 


Pnpnc 739-75Q1 


SPOT CASH PAID 
P-or C iron Died tors 


SAM MALDFSKY MOTORS 


1209W WiM-onsmAve 731-2221 


CASH or Irooe dorm 
LESSTU WPF FORD 


3030 W. College 
733-66*4 


166Trucks for Sale 


64 IHC Mnoel liOO, T, T"TO o'laT 
1orm. T ? Ton, V-8, tf-ofO Irani 
AS IMC Moan iDoopicVuo, v-e 
GRIESBACHEQUIPMENT, inc. 
1334 W, Wivctmyln Ave , 733-3iJl 


DOUGLAS £0 
On U S iD, 16-milK £. t<? Ao 
or! rmilc W. ot forest Junction, 


989-1900 


STHNBEKG HOMES 


OF AWIHON 


Hwy J1S.pt Atialrtofi 
73M2J6 


1*71 GALAX1E—-U»4i. £«e!l«rrt 


conslitkm Furnished 1 fyfttioom 
with cooeffd wrcti, t>oc»c steos, 
_ih£dAs,t;irtlnp. 731-1M4 
l*i£ PATHFJWDEft, 3 tearoom. 


*fitronce, utjiiiv stied. 
)n oar*. 7K3-1M6 otter I 3D 


HxWSOISE CASCADE—?twflroi>m 
oortlv lurntstiea. Sel up on cwntrv 
lot. 7iS-£5S«,c»r 


WOCHEVY •"jlon.tnck-'UD. 3D7sicm. 
4ord Shell cm toot.k. 23,B»0 m,ilcs 
fh 731-J976 


VALUE AWAITS YOU | 


•TSUICKEstatewaBon 
=? 


723UICKLeSobres, only2left 
-i 


72 FORD Country Sauire wagon 
~- 


71 BORD Pinto2doorsedon 
' -i. 


71 DODGE Charger 2door hardtop ~ 
71 MUSTANG Grande 
'•£ 


70PONTIAC Catalina 2 dr , hdto""" 


REAL CLEAN with air 
71 


70OLDS Toronodo, Fully eouioped_l 


REALCLEAN 
-2 


70AMBASSADOR SST 4 door sfr^ 


dan, low mileage and clean 
*2 


70 DODGE Challenger only 23.000^, 


miles 
;_ 


69 OLDS Delta custom 4 door sedan —• 
69VWFasts>ockIowmileaee 
£ 


67CHEVImpaIa4doorhardtoD 
™ 


66 DODGE Monaco 4 door sedan 
— 


GOOD SELECTION OF'68 TO 
2 


71ELECTRAS AND OLDS 58's . 5 


OVER16730LDSMOBILES 
'-"- 


INCLUDING A 83ROYAIE AND '".'."" 
TORONADO DEMONSTRATOR. ±1 


1973 BUICK RIVIERA DEMONSTRATOR; 


AND 1973 BUICK REGAL 
i^£- 


STOP UP AND TEST DRIVE. ^ 


COMPLETE SELECTION OF ALL ~ 


MODELS IN THE ALL NEW ~ 


OMEGA LINE 
^ 


40 OTHER FINE USED CARS 
,-Zf 


TO CHOOSE FROM. 
~; 


TEWS | 


New London -1 


OLDS-BUICK-AMC ^ 
Oocnv.on. tFn.Evei 
-- 
? 


VAN ZEELAND GARAGE 


BLOOMER BUICK-PONTIAC ^ 


CADILLACS I 


1 'f>7 Convertible 


Imoala t dr . air 


FW D<?IVH &V.C— • Flal 


ISMfOROC&ODVAIJ TOJJCK 


W.r. NflM 


ur 


TA 


IMS CH£V*?OL£T Cony All. V-K 


sTi^me, sl0n£lcrriJ irons, rtew ?»r*rs, 
Ses1 afler aver S3DO. Coll lars.?n 
£34-2441. 
t 


•47 CHEVY 
v-e. . 


HI-WAY 5S AUTO SAlfS 


S. al KatAauna 
746-5744 


.. 


2- 72 Buic* E If clro ?2i, t Or , M 
"—- 
•noietniar .HI, 
-- 


71 Chev Impoio^dr , M 
~ " 


7B£lfdro»i/iar .M .olr 
•"— * 
III 
-• - 


r t)1' 
W Mercury 


' 73 Cticv •"« Icjri trit 


BOB MODERl 


~ 
1324 S. Oneioa it , 


Office 7JG-4S40 
734 Owe' 


Every day your Classified Advertising pages offer you a complete 
jO&S&fat. 
MOJO 
•••.-••..n 
„„_ 
^>*+ 
V 
V*** 
^ 
P 
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SEE THE 


CUSTOM 


LANDAU COUPE 


os presented by 


MISS D.C. BERG 


NOW AT YOUR P S DEALER 


STATHAS FORD & MERCURY 
Seymour 833 2311 Appleton 739 4607 


YOUR BEST BET—A Wont Ad 


American 


1850W Wis Ave 


7391136 


169 Autos For Sale 


L (•) (•) K 


70CHEVROLET Imcala2dr hard 


IOD, V 8. automatic. power steer- 
ing & brakes 


'70OLDS Cutlass Couoe. v-8. ou 


tomatlc. power steering & 
brakes, tactoryalr 


68CHEVELLE Wagon, V 0, au 


tomatlc 


65CHEVROLET •>.. ton, 4 speed 


Irons. Like new 


65CHEVROLET 'jTon 6 cvl Stan 


dard trans 


Take a short drive to your 
Chevrolet Dealer in Shiocton. 


(LOW OVERHEAD COUNTRY) 


SIELAFF ANDREWS 


986-3641 
986-3360 


MANY LATE MODEL VW s and 


rebuilt engines Don s Sport Cars 
Hwv 45, Hortonville Phone 779- 
6922 


YOUP FRIENDLY NEW 


COUNTRY STYLE 


FORD DEALER 


VAN DYKE FORD 


Hwv55 & KK. Kaukauna. 739 9151 


3iimiiH«HHW!imfflmHiiiiiwiiiHiH«ti»iHiiiiimHmiwiHiiii!iiiiiini 
I HAD ENOUGH 
I OF WINTER?? 


Think how your car must feel' 
Why not trade it off today for 
spring fresh model from Les 
Stumpf Ford Their great selec- 
tion offers you |ust what you re 
looking for, plus Les s 3 month 
100% power train warranty, 
plus 24 month G W Low Bank 
rotes & LOOK AT THE SELEC- 
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VW 


72PINTO Runabout 
71 PONTIAC Le Mans 
71 DATSUN COUDC, 4 speed 
71 CHEVY Veoo hatchback 
<1795 


•70 ROADRUNNER, hardtop 
70FORDLTD,2dOor 
70AMCHornet, 2dr ,6cv .. S1395 
70MAVERICK, 2door 
70MUSTANG 
W PLYMOUTH Fury 
69 vw Squareback Wagon 
69 VW Beetle 
69PONTAICGTO 
69PONTIACTemDestcoupe 
69 PONTIAC Grand Prix 
69TRIUMPH Roadster,red 
68PONTIACCotalmo 
68CHEVY Impala custom hardtop 
68MERCURY Cougar, V 8, air, 


automatic, steering, brakes 


68VWFastback 
68VWSauoreback 
67MUSTANG 
67PONTiACLeMons 
67 FORD Galaxie 
67CHRYSLER,hdtp, 2dr 
66 PONTIAC Tempest couoe 
66 PLYMOUTH Furv 
66 FORD Station Wagon 
66 PONTIAC Catohna 
66 FORD Custom 
S295 


66 BUICK Special 
66 MUSTANG 
66 PONTIAC Bonneville couoc 
65MERCURYMonterev4dr S495 
65MERCURY Convertible 
S395 


64LINCOLN Continental S 
630LDSMOBILEF 85 


USEDVWsIN 


BASEMENT SHOWROOM 


BEHM 


VOLKSWAGEN 


3939W College Ave , 739 6146 


Thursday, March 8, 1973 
ThePo.»-Cr«»e»nf,/Jplelon-N..i.ah.Menajha,W!.. 
B-19 


THIS FUNNY WORLD* 
169 Autos For Sale 


'Not an eligible bachelor, I hope!" 


1 AREA'S GREAT ONE STOP SELECTION*! 


1,73 MERCURY Montego 


lest drive a different 


drive system. 


169 Autos For Sale 


ZEH MOTOR SALES 
Not Late Models. But 


SHARP USED CARS 


121 IN Perkins St 
734-3023 


S 72 BUICK LeSabre Custom 
5 72 BUICK Skylark Gran Sport 
a 72 CHEVY Impalo 
= 72 FORD LTD 
S 72 CHEVEILE Malibu 
3- 72 FORD LTD, Brown 


71 MAVERICK 6", 3 Speed 


72 FORD LTD, A.r, Green 


§ 71 MAVERICK 
= 7) TORINO 500 
S 
71 MERCURY Cougar XR7 
1 71 TORINO GT 
= 71 CHEVY Kingwood 10 Pass 
£ 71 CHEVY Impala, Air, Green 
i 71 CHEVY Impala, Air, Gray 
£ 71 CHEVY Impala. Air, Blue 
= 71 FORD LTD. Gold 
= 71 FORD LTD Brougham, Air 
3 
71 FORD LTD, Air, White 


= 71 FORD Squire, Air, Red 
1 71 OLDS Delta 88 
§ 
71 DODGE Challenger 


= 71 THUNDERBIRD Landau 
1 71 TORINO 
S 
70 BUICK Estate Wagon 


S 
70 CHEVY Wagon. Air 


3 
70 FAiRLANE 500 Wagon 


S 
70 BUICK LeSabre 


3 70 CHRYSLER New York 
= 70 CHEVY Impala, Yellow 
5 70 CHEVY Impala. Air. Green 
5 70 FORD LTD, Air, Yellow 
5 70 FORD LTD Brougham 
S 
70 FORD LTD, Green 


= 70fORpL7D,Blue 
= 70 FOR&-LTD, Brown 
=. 70 FORD LTD, bght Blue 
= 70 .fORD Galaxie 500 Fastfaack 
5 70 FORD Galawe 500, Red 
S '70 FORD Torino Wagon 
5 70 F1YMOUTH Fury III 
5 70 THUNDERBIRD Landou 
3 70 BUICK Estate Wagon 
{=,69 FORD Country Sedan 
3 W PLYMOUTH Roodrunner 
E 69 RENAULT 
S 69 CHEVEILE Automatic 
1 69 CHEVY Impale 


= 


69 MUSTANG Fastbock 
3 


'69 CHEVY Townsmen 6 Pass 
S 


69 FAIRLANE 500 Wagon 
= 


69 FORD Galaxie 500, Air. Blue 
3 


69 FORD Ranch Wogon. 10 Pass. 5 
69 FORD Torino GT 
5 


'69 MUSTANG 3 Speed 
1 


69 MUSTANG 6 cyl 
= 


69 MUSTANG Air 
69 OPEL Rallye 
69 PONTIAC LeMans Convert 
69 PLYMOUTH Fury III 
69 RAMBLER, Air 
68 CHEVY Super Sport 
68 FORD LTD, Red 
68 FORD Country Sedan 
69 MERCURY Monterey 
'68 BUICK Speaal Wagon 
68 CHEVY Impala 
68 MUSTANG 6 cyl 


68 MUSTANG Automatic 
68 FORD Custom 500, Air ~- 
68 FORD Galaxie 500 
68 FORD LTD, Maroon 
68 TORINO GT 
68 FORD Squire 10 Pass 
68 FORD Squire 10 Pass 
68 PONTIAC Catalina 
68 RENAULT 4 Speed 
68 FORD Squire 6 pass 
68 PONTIAC GTO Convert 
67 RAMBLER American 
'6T FORD Galaxie~500 
67 CHRYSLER Sedan 
67 FAIRLANE 500 
67 FAIRLANE 500 Wagon 
'67 FORD LTD. Air 
67 FORD Ranch Wagon 
67 FORD Country Sedan 
67 PONTIAC Tempest 
'67 FORD Galcxie 500 
67 CHEVY wagon 
67 RAMBLER Marlm 
'66 CHEVELIE Malibu 
66 FORD XL 500 
66 MERCURY Monterey 


66 THUNDERBIRD 
65 CHEVY Impala 
'65 FAIRLANE 500 
65 PONTIAC Wagon 
I 


• A PARTIAL LISTING, MANY MORE CARS, TRUCKS A 
MOTOR HOMES. 


CEASING &MNJ-A 


RENAULT* 


taattsUugest producer of 6onl whtd dnwa 
KOLOSSO 
AUTO SALES 


loi i W. WiscoiiiniAve 


731-2271 


73 CHEV TRADE-INS 
72 ImpalaSDort Coupe. 14 OOOmi 
72 Nova Couoe 6, oowerghde 
72 Vega standard 
70 Impala 4 Dr 30 000 miles 
70 Ford 4 door, power 
69 Copnce COUD» real shore 
69Olds4Dr 98.32.000miles 
69 BelAir wagon 6 passenger 
69Tonno automatic, power 
68 Comoro 327,4 speed 
GRIESBACH CHEVY 
OVER 200CARS AND TRUCKS 


OPEN DAILY TIL 10PM 


HOPTONVILLE 
PH 779 4557 


TUSLER PONTIAC 
W WI5 ATN MASON 


T6!? Aufds For Sale 


HARD TO FIND 


INTERMEDIATES 


72 OLDS Cutlass S 2 Dr 
haratOD. 


7.000 miles buckets, mag wheels 


'71 CHEV Monte Carlo 2 Dr hordtoo 
70OLDS Cutlass Supreme 2-Dr 


1 
hardtop. 26.000 miles, buckets, 


I 
console 


i 70MERCURY Montego 2 Dr hard 
. 
too 


1 69BUICKSkylark2 Dr hardtop 
1 69PONTIAC LeMans 2 Dr hardtop 


Buckets & console 


I 69PONTIACLeMons2 Dr hardtOD 
I 
Buckets 


I 68BUICKSkvlark 6 S convertible 
I '66PONTIACLeMans4 Dr hardtoo 


64PONTIAC eMans2 Dr hardtoo 


YOUR WANT AD is delivered in 


oboui 45 000 homes Ph /39 0186 


CLOUD 
BUICK 


THE SIGN OF CONFIDENCE 
• GOOD SELECTION 
• EASY DRIVE THRU LOT 
• CLOUD BUICK WARRANTY 
• G. W. SERVICE AGREEMENT 
• DOUBLE CHECK RECONDITIONING 
•PN.THE SPOT FINANCING 
• BANK INTEREST RATES 
•REASONABLE CAR PRICES. 
• PROFESSIONAL SALES STAFF 


Scott Seaborne 
John Van Bom me/ 
Gordon Steinberg 
Dick Malchow 


Bob Schmidt 
loren Spence 
Dick Unser 
Steve Cloud 


Dyke 


FOR A FAIR & FRIENDLY TRANSACTION... SEE US AT 


CLOUD BUICK OR PHONE 739-6336 


CLOUD BUICK 


Buick & Opel 


Open Mon. Wed. & Fn. Till 9PM Sat. Till 5 


FORD 


WAGONS 


(au- 


71 FORD Country Sauire lOpass 
70 BU I CK Estate wagon 3 seat 
69FORD Country Squire lOoass 
67 FORD Ranch Woqon 


COMPACTS 


69OPELRallv Snorts 
63CHEV Corvair Monza 4-Dr 


tomatic). 


JUST IN SPECIAL 


70OLDS 98 2 Dr hordtoo Com 


olete with factory air Only 21. 000 
miles 
Bill Hesser 
OLDS-NEENAH 


216 N. Commercial 


Neenah, Ph. 725-7051 


. &• Fri 
Open Mon . Wed . 


til9P M 


Country Style 


55 & KK, KAUKAUNA 


O'VAN DYKE SAVING OF THE GREEN SPECIALS 


592 '72FORDLTDBroughom-2 


door, Ivy glow point, dark Green 
vinyl roof, AIR, power steering, 
power brakes, low mileage, local 
one owner, 
WAS 53995 
NOW 


634 '72 FORD Torino 2 door-Gold 


metallic, dark Brown, vinyl roof, 
Brown interior, V-8, automatic, 
beautiful car. 
WAS S3495 
MOW 


613 '70 THUNDERBIRD Landau-2 


door, dark Green metallic paint, 
dark Green vanyl roof, has every- 
thing, buckets, console, air, full 
power, low mileage, one owner, 
WAS S3695 
SAIE PU3CE 


572 '68 THUNDERBIRD tandau 2 


door-medium Blue with a Blue vi- 
nyl roof, local one owner, 34,000 
actual miles, like new, 
WAS 52695 
SAIE PRICE 


S3895 


S3295 


S3395 


!2395 


632 '69 DODGE Polora 2 door-V-8, 


automatic, power steering, power 
brakes, air conditioning, Go!d 
with White viny! roof, one owner, 
3ow mileage. 
WAS M895 
SALE PRICE 


403 '69 PLYMOUTH Satellite 2 door 


medium Green color, standard 
trans., one owner, 318 engine, 
power steering. 
WAS '1895 
SAIE P8O 


642 '68 CHEV. Impala Cus- 


torn—medium Blue, Blue vinyl 
roof, 327 V-8, automatic, power 
Steering, 2 door, A REAL SHARP 
CAR. 
WAS S1595 
SAIE PRICE 


596 '67 COUGAR 302 V-8, automatic, 


power steering, dark Blue, A REAL 
SHARPP1E, ideal second cor for 
Mom 
WAS !1595 
SAIE PRICE 


%95 


!1695 


1495 


1395 


SHOP VAN DYKE FORD FOR ALL YOUR CAR NEEDS 
GET A COUNTRY STYLE DEAL WE ARE TOUGH TO BEAT 


766-5766 
I 


739-9151 


WAGONS 


72PLYMOUTH Satellite Standard 


trans . only ll.OOOmiles 


71 PONTIAC Catalma Safari s Full 


power, air conditioning Choice 
of 7 


70RAMBLER60055 .air 


69FORD Country Sauire, 10 nass . 


air 


68PONTIACCatalina Vervclean 


68CHEVELLE Molibu wagon. 


Power steering, automatic, lug 
ooge rack Sharp 
100% GUARANTEE 
TURLEY 
PONTIAC 


HWY. 114-EAST 


MENASHA 


OoenMon .Wed .Fri 'til9 


RECTOR OLDS 


W Washington at N. Division 


SASNOWSKI PONTiAC 
- 


Koukauna 
766-2616 


GUSTMAN'S 


Gene Kronforst 


2 Years 


Pleasing People 


at GusJman's 


73OID5MO3IIES 


240 Used Cars 


"1425 


70 Oldi £8™ ___ ™. ___ '2150 


"49 Olds Cirtloss 
____ 
'3750 


71 Hormonn Shia 
„„ '197i 


'48 01& SB 4-Dr „ ., 
m'132S 


•*7 fcimbler Hordtcp _____ "550 


'67 Sot* ' 
70 ChevtHe foupe. 


72 ?mto tlundbout 
_ ,'1995 


"49 Kustong Convrl ___ .'1450 


(Pnces advertued are 
good ior 48 hours) 


Daily 3-8 30 
Saturday 8-5 


GUSTMAN'S 


CHevrolet-O Idsmobi le 


766-3581 or 739-1413 


Seymour 


72 FORD Country Saulrc wagon, 
fully eaulDDCd Tew s, Inc , New 
London 98/5512 


71 FORD Ranch Wooon, 10 oas 
senser, cooocr with matching Inte 
rior.. 
. 
. 
. 
J2595 


•71 OLDSMOBILE Delta 88. cus 
torn 4 door sedan, lull power, air 
conditioning Color-Rosewood with 
beige vinyl rool 
$3295 


71 PONTIAC Catalina Brougham 
2 door hardtOD, lull oower, air con 
dltioning 
. 
S3095 


71 CHEVROLET Impala, 4 door 
sedan, full Dower, air conditioning 
color-dark green 
S269S 


69 TORD 3^ ton pick up, camper 
special. V 8 engine, automatic 
transmission, air 
conditioning, 


heavy duty rims, dual fuel tanks 


S1995 


MOBILE 


EQUIPMENT SALES 
Open Mon, Wed Fri Til 9pm 


Corner Highway 10—MamSt 


Brillion, 756 2111 


70BUICK LeSabre2 Dr 
70 BUICK Electron Dr 


VAN DYN HOVEN BUICK 


Koukauna 
766 2534 


69 PLYMOUTH Sport Furv 


HIETPAS PLYMOUTH 


514 Draper. Koukauna 
766 4244 


1971 FORD Pinto, 15,000rni 


TOWNE AUTO SALES Menasho 


At &Wallv Jacobs, 7227674 


1968 DODGE CORONET — 2 door 


hardtop Nice 


JERRY SAUTO SALES 


Medina 
779 6832 


JentmK CHEVY & OLDS 


Brillion 
754-2233 


•72CHEVY Chevelle 
71 RENAULT 12 ddoor 
•71 FIAT 124 Soort coupe 
71 RENAULT 16, 4door 
70 FORD Squire Wogon 
68 CHEVROLET custom couoe 
67CHEVROLETVon clean 
65 FORD 4door sedan 


KOLOSSO AUTO SALES 


1611 W Wisconsin Ave 


Aooleton 
731 2271 


70 MAVERICK-6 cvl stick, 36,000 
mi 
66 PLY MOUTH—V 8 automatic 


Ph 731-1761 


68 GTO HIGH PERFORMANCE — 
42.000 miles, trying for 51,100 Ph 
731 2057 after 4 30 o m 


64MERCURY 


Good runner 5200 or best offer 
Phone 783-5345 


61 FORD ECONOLINE VAN — In 
good condition 5175 Phone 725 
6777 


1972 OLDSMOBILE 442 W 30- 


Bucket seats. 4 soeed. factory 
stereo, oower steering Orange 
with white stripe Extra shoro1 
989-1555 


1971 GREMLIN 


20 000 miles Stick Perfect shaoe 
Asking S1600 »h 739-1410 


169 Autos For Sale 


1970 MAVERICK-Red, 6 cylinder, 


standard transmission 
29,000 


miles Phone 739 2807 


1969 PONTIAC CATALINA—Power 


brakes & steering, radio, healer 
Very clean 757-5249 oftcr 5 o m 


1967 PONTIAC CATALINA—2 dr 
hardtop Very good condition 
1 


owner 
Ph 
722 9237 after 5 30 


p m 


1967 VOLKSWAGEN 


Station wagon 
Excellent condi 


tlon S600 Phone 725 2780 


1965 CHEV IMPALA—4 dr 
32? CU 


Air shocks, engine heater Good 
rubber Excellent body No rust 
734 8467 


1965 CHRYSLER NEWPORT-2dr 


hardtoo, interior in good condition 
Runigood Ph 733 1763 


1965 FORD wagon V 3 automatic 


Very clean, good runner 
S375 or 


best offer Ph 725-7438 


1965 VOLKSWAGEN BUS 


Gas heater Verv good condition 
Ph 7794564 


A FINE USED CAR that you 


Shouldn t pass by if you re inter 
ested m a good investment A 
clean, one owner 69 Pontiac with 
lots ot extras 
Good service 


record Blue body with whtie vinyl 
top Good looking' High mileage 
but runs like o top1 Must sell now' 
S1650 Call 733-0457 


1970 MAVERICK—Yellow automo 


tic, radio, 23,500 miles, SI350 
Phone 739 7577 


IT S HARVEST TIME all the time 


tor the businessmen who use the 
Want Ads in the Post Crescent 
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1 1971 Delta 88 Olds Town &don 
2 1971 Delta 88 Olds Coupe Hardtoo 


Automatic Transmission 
Factory air, four season 
Radio 
Power brakes 
Excellent condition 
$2,150 each 


Can be seen at 


Valley Leasing Co., Inc. 


3111 W Wisconsin Ave 


Appleton, Wisconsin 


IF YOU RE PRESSED FOR TIME 


let a Post-Crescent Help Wonted 
Ad find help for you Ph 7390186 


START YOUR 


SAVINGS ACCOUNT 


MAVERICK 


SEDAN 


$2240 


MAVERICK 
PRICES 
START AT 


Les STUMP1 & FORD 


In Appleton— "Unbeatable" 
3030 W Coliege-733-6644 


Mon,Wed,Fri Till 9 


Sat Till 5 


I AVE 1AVE 


.<£> 1972 


American Motors 
Special Factory 


Purchase 


'72 Maverick Grabber, auto . 
motic, UOOOmiles 
???? 


"71 Ambassador SST Wagon, 
fully equipped, 18,400 
'2895 


'71 Hornet Sportobout „ '2195 
'70PontiocCatalma 
'1995 


'70 Maverick, 28,254 mi auto 
malic, radio, sharp 
'1595 


169 VW Camper, deluxe 
???? 


'69 Buick LeSabre, 1 owner 
45 000 mi .full power 
M89S 


'68 Javelin SST 
*t545 


'68 Pontiac LeMans 4-Dr ' 1395 
'68 Tempest sport cpe 
M295 


'68Chev4-Dr,AOK 
M095 


'67 Ford Country Sedan wagon 
fully equipped air 
M095 


'67 Rebel SST Cov t, small V 8 
automatic, sharp, 44,360 
'895 


'67 Ambassador DPI Cpe air 
fully equipped 
'1095 


"67 Ambassador 6 cyl 
'695 


'67 Rebel Coupe SST 
'895 


'67 Ambassador 4-Dr 
'695 


'67 Pontiac Catalma 
'895 


'66 Chev Caprice- 
M50 


[ '66 Ambassador 4-Dr 
'595 


' LAUX MOTORS' 


YOUR AMERICAN MOTORS 


Sales & Service Center 


Menasha 725-2627 


OpenMon,Wed,Thurs hi9.' 


Order Yours Now! 


73 Duster 


America's favorite compact. Su- 
per economy, tremendous resale 
value and Russ.Darrow's LOW 
LOW PRICE. 


FULL PRICE 


Harrow 


WISCONSIN'S LARGEST CHRYSLER/PLYMOUTH DEALER 


Plymouth 
Duster 
Inc.* 


2801 W 


College Ave. 


739-9411 


Open Mon., 


Wed., Fri. 'til 9 p.m. 


Jerry Pepe, at 


ROYAL Dodge Sales, Inc. 


- invites you to 


"Make Me An Offer 


I Can't Refuse" 


on this 


1973 DODGE 


POLARA 


Our Factory Suggested 


Price is S3915.05 


We Would Like 


S3395 


But "you can make us an 


offer we can't refuse!'' 


OFFER Wf CAN'T REFUSE 


QNJFJ&Sf QUAUTf Used Co«II 


'67 CHEVROLET Station Wagon, V-8 engine, auto- 
mahc transmission. 
SPECIAL CLEARANCE PRICE 
'249 


'71 DODGE Challenger 340 V-8 engine, 4 speed 
transmission, radio, cassette tape player Our 
Regular Price S2695. 


MAKE US AN OFFER WE CAN'T REFUSE.' 


'73 CHRYSLER Imperial 4 door hardtop. Loaded 
with every luxury feature you can imagine. Execu- 
tive driven. Sold new for '8350. 


MAKE US AN OFFER WE CANT REFUSE/ 


'71 PLYMOUTH Duster, V-8 engine, automatic 
transmission. Our Regular Price S1895. 


MAKE US AN OFFER WE CANT REFUSE' 


-69 OLDSMOBILE Delta 88, V-8. automatic, power 
steering. Our Regular Price 51495. 


MAKE US AN OFFER WE CANT REFUSE! 


'70 PLYMOUTH Rood Runner, V-8 engme, automat- 
ic transmission, power steering. Our Regular Price 
'2095. 


MAKE US AN OFFER WE CANT REFUSE! 


'72 CHEVY Vega 4 cy3, engine, 4 speed trans- 
mission. Our Regular Pnce "2295. 


MAKE US AN OFFER WE CANT REFUSE! 


'67 FORD Mustang, V-8 engine, aotomatsc, vinyl 
roof, oower steering. Our Regular Price '1295 


MAKE US AN OFFER WE CANT REFUSE! 


'71 RAMBLER Ambassador, 1 owner, V-8 engme, 
automatic transmission, power steering, air condi- 
tioning. Our Regular Pwe 52595. 


MAKE US AN OFFER WE CANT REFUSE! 


'69 DODGE Charger, 2door, V-8 engme, automatic 
transmission, pawer steering. Our Regular Price 
'1895 


MAKE US AN OFFER WE CANT REFUSE! 


'70 DODGE Charger, V-8 engine, automatic trans- 
mission, oower steering, air conditioning. Our Reau- 
lar Price S2195 


MAKE US AN OFFER WE CANT REFUSE! 


'68 FORD Galaxie, V-8 engine, automatic trans- 
mission, power steering, air conditioning. Our Regu- 
lar Price 51 395. 


MAKE US AN OFFER WE CANT REFUSE! 


'66 PLYMOUTH Belvedere, V-8 engine, automatic 
transmission Our Regular Price S795. 


MAKE US AN OFFER WE CANT REFUSE' 


'71 PLYMOUTH Scamp, 6 cyl. engsne, automatic 
transmission, power steering, air conditioning Our 
Regular Pnce S2295. 


MAKE US AN OFFER WE CANT REFUSE! 


'72 DODGE Dart, 6 cyl. engine, automate trans- 
mission, power steering. Our Regular Price 52095. 


MAKE US AN OFFER WE CANT REFUSE! 


'67 CHEVROLET Comoro Convertible. 6 cyl., stan- 
dard fronsmission. Our Regular Pnce $1 295 


MAKE US AN OFFER WE CANT REFUSE! 


'70 OLDSMOBILE Cutlass, 2 door hardtop, V-8 en- 
gine, automatic, power s*eenng, air conditioning 
Our Regular Pnce 52295 


MAKE US AN OFFER WE CANT REFUSE! 


'69 DODGE Polaro, V-8 engine, automatic trans- 
mission, power steering, air conditioning Our R°gu- 
lor Price.5! 795. 


MAKE US AN OFFER WE CANT REFUSE! 


'66 MERCURY Station Wagon. V-8 engine, auto- 
matic transmission, power steering Our Regular 
Price '1195. 


MAKE US AN OFFER WE CANT REFUSE! 


XvC 
XvC 
:::":4 


SS^SSS: 


DODGE SALES. INC. 


1610 WEST WISCONSIN AVENUE 


APPLETON 
739*6381 
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Delivery 
Anywhere 


in 


$ 10.00 
DOWN 
will hold 


any table 


for 


Delivery! 


PRE-SPRING CLEARANCE 


Spring Is Busting Out All Over 


and So Are 


POOL TABLE PRICES 


at Buz Farmer's!! 


All Remaining 72 Model 


Pool Tables in stock 


MUST GO DURING 


THIS SALE! 
* 


DAYS 
ONLY! 


March 8 through 


March 12! 


3-PC. Genuine 
8' Slate Pool 


Table 


• Lifetime Construction Metal Frame Assembly 
• 100% Wool Cloth 
• Bolted Rails 


• Pure Gum Rubber Cushions 


Truly a Qualify 


POOL TABLE 


REG. *575 


NOW ONLY 


4' x 8' GRANDE 


POOL TABLE 


Live Gum Rubber Cushions 
Metal Covered Rails 
Balls and Cues Included 


100% Virgin Wool Cloth 
Ball Return 


REG. 


$309.95 


m * 


If you've been 


waiting for 


a GREAT DEAL 
on a Pool Table 
DON'T MISS 
THIS SALE! 


Enjoyment for the entire family 
and friends at home! 


29 Models 
on Display! 


Also many 
Discontinued 
Pool Table 


Models 


at 


Manufacturer's 


Discounts! 


All the Pool Tables pictured at right 


are also on Sale! 


29 MODELS ON DISPLAY! 


f 


(No Sales made to dealers 


during this Clearance!) 


BUY NOW! 
Pay in 90 Days. 


No Charges 


£«¥§§?.! £ 
Mi^SK"; J» 
*0~$35£i 
§d 


^.-VK-vf,! *#I 
* 
" " ' " ' 


Coffee and Donuts and Balloons 


for the Kiddies! 


5 BIG DAYS! 


MARCH 8 THROUGH MARCH 12,1973 
Open daily till 9 P.M. 


Saturday 9 to 9; Sun. 12-6 


rc farmer's TABLES & CUES 


431 W. College Ave., APPLETON - 
PHONE (4i4) 731-1255 


i 
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State building 
program cut 
by commission 


MADISON, Wis. (AP) - The State 


Building Commission recommended 
Wednesday a 1973-75 construction 
package which tentatively is even more 
conservative than that which Gov. Pat- 
rick J. Lucey had suggested. 


The commission endorsed $50.9 


million for the state's building program 
in the biennial fiscal period beginning 
July 1 after Lucey had asked commis- 
sioner to hold the purse strings to no 
more than $55 million. 


The package is about half that which 


state agencies had requested. There was 
some uncertainty about how it woube 
influenced by campus gymnasium 
projects in GreertBay and Milwaukee as 
well as by a review expected next week 
of prison remodeling projects. 


The Democratic government had 


proposed a spending ceiling of $42.5 
million to avoid borrowing and to avoid 
reducing the amount of money availab- 
le for tax relief. 


He raised the figure Wednesday by- 


adding more than $12 million in interest 
on invested funds. 


"I am not prepared either to renege on 


my property tax relief commitment, to 
hope for cuts on the state's operating 
budget, or to ask the legislature for a 
bonding program," the governor said. 


Included in the commission recom- 


"jnendation to the legislature is $16 
million for the second construction 
phase of a University of Wisconsin 
center for health sciences. 


Not immediately included was $2.3 


million Lucey wanted earmafor 
renovation of the Kettle Moraine Boys 
School near Plymouth, a minimum* 
security prison at Fox Lake and the 
Winnebago or Mendota state hospitals. 
,-, Lucey has said the facilities could 
->f handle persons now in the Green Bay 
-Reformatory and Central State Hospital 
at Waupun. 


Young inmates who would have gone 


-to the unopened youthful offenders 
' facility in Adams County could be ac- 
1 commodated at remodeled existing 
v facilities, he said. 
^ " The governor has recommended 


• tlosing the Green Bay reformatory and 
' -the Waupun facilites, and selling the 
." "unused Adams County institution to 
'• "the U.S. government 
• • The commission balked at prison 
.- renovation, saying the plan was 


presented without notice. 


..' It was expected to take up the 
.".proposal next week. 
r ' Original agency requests for building 


• a funds totaled about $100 million. The 
-state Department of Administration 
r reduced the requests to about $64 
million. 
-. 


Building commission subcommittees 


"called for a building budget of about $64 
' million. 
.v The commission deadlocked on 
'requests for physical education plants 
;at the University of Wisconsin cam- 
'. puses in Milwaukee and Green Bay 
.before approving a compromise 5-3. 


The debate included Lucey's sugges- 


tion that student fees contribute more, 
and taxpayers be required to contribute 
/Jess, to campus sports programs. 


UW-Milwaukee has been begging for 


$5 million with which to build a gym- 
na'sium complex to complement 2,000- 
seat Baker Fieldnouse, a 40-year-old 
structure which was remodeled this 
year. 


UW-Green Bay's S3 million gym 


request was opposed by Lucey, Sen. 
James> Swan, R-Elkhorn, and Sen. Milo 
Knutson, R-La Crosse. 


The commission cleared the two 


campus requests for final planning, 
however, but without authorizing con- 
struction funds. The action contains a 
provision that the commission will 


-review the projects in 1974 before 
j spending is authorized. 
,1 The compromise, which kept the 
-construction budget within Lucey's 
-•austerity guidelines, was endorsed by 
^Lucey and other 
commission 


•^Democrats. 
«.- Knutson, Swan and Republican Rep. 


Jon Wilcox of Wautoma voted against 


, it-The commission voted unanimously 
-, for the UW health center in Madison, 
..whose S32 million Phase 2 contains $16 
.million in state tax revenue. 


A UW request for a $3.8 million en- 


gineering and physical science library 
was shunted aside on a 4-4 tie ballot. 


A similar vote sidetracked S2.2million 


in cottage construction at Southern 


- Colony and Training School near Union 
- Grove, but S1.64 million for remodeling 
.Southern cottages was approved 7-1. 
• A UW-Platteville heating plant 
•modification to handle emergencies and 
worth $433,100 was curtailed 4-4. 
•;. A UW-Stevens Point student center 
.renovation failed 4-4, and the college 
..was directed to produce an alternative 
to its proposal for replacing the campus' 


- Old Main. 
. UW-Eau CJaire's bid for a S2.47 
million student center annex was 
approved 5-3, and UWRiver Falls' food 
science building was approved 5-2. 
'Ignorance isn 'f bliss 


MADISON — Recent applicants for 


state licenses to sell life insurance have 
shown a disappointing ignorance of a 
new rule applying to life insurance 
sales, the state Insurance Department 
"says. 
'- The regulatory agency noted that 
license examination questions dealing 
with new state requirements on 
Disclosure and deceptive practices are 
rbeing missed **with regularity." It 
warned candidates for licensing and 
those now holding licenses that ig- 
Tiorance can subject agents to fines. 


When is the Last 
Time you had a 
Real Malt? 


Now! Stock Up on Great 
Intimate Apparel Values! 


Sale! Full Length 
White Slips, Only 
2 for 
REG. 
S5 EACH 


Slip into the perfect liners for spring's new 
looks, and enjoy the savings! Short or aver- 
age length slips are 100% nylon, all white. 
Shop early for sizes. 


Daywear 


Kiki and Pam Bikinis 
at One Low Sale Price 
4 „ $5 


Replenish your wardrobe now with a selec- 
tion of many bikini styles at this popular 
price. Group I ... KIKI French cut nylon, ny- 
lom seersucker and nylon print bikinis in sizes 
5-7; and stretch nylon bikinis with terry-cloth 
crotch, one size fits all. 
Group II PAM nylon bikinis with colorful ap- 
pliques, tailored bikinis and cotton bikinis 
with fancy trims in sizes 4-7. 


Daywear 


Group I . 


KIKI 


BIKINIS 


Save on Our Famous 
Name Support Bras 
3.59 


This is the style with the famous X-center 
which separates as it supports! Choose soft 
cup or contour cup styles with stretch strops 
and back. White, B&C cup sizes. 


Foundations 


Group I I . . . 


PAM 


BIKINIS 


Sale! Spring's New 
Feminine Body Shirts 
6.99 
REG. 
S9 


Feel more womanly in our tricot body shirts! 
Long sleeve styles with ruffle front or deta- 
chable 3-tiered jabot are now low priced- 
White and colors, sizes.S-M-L, 


Body Shop 


Save on Tunic Pajama 
and Robe Set by Pam 
7.99 
REG. *12 


3-pc. travel set is sashed V-neck pajamas with 
matching coat ... all in delightfully wash- 
able nylon tricot. Lovely color selection. Sizes 
S-M-L. 


Sleepwear 


Homme unit 
to weigh new 
membership 


WITTENBERG —The Zion Lutheran 


Church of Stratford will be presented 
for membership into the Homme Home 
for the Aging Corporation at its annual 
meeting on Sunday. The Rev. Donald 
Gauerke has notified Dufur Peters, 
administrator, of the congregation's 
recent decision to request admission 
into the corporation. 


Franklin Ivens, Arbutus Lutheran 


Church, Pearson, will present the 
nominating committee's report as 
prepared by Mrs. William Druckrey, 
Good Shepherd, Wausau; Milton 
Schmidt, St. John, Birnamwood; and 
Ivens. 


The pastors nominated for the one 


•three-year vacancy expiring in 1976 are 
'the Revs. Emil Docktor, Faith, Rosholt 
and R. W. Girod, St. John, Polar and 
Arbutus, Pearson. 


Laymen nominated for the two 


.three-year terms expiring in 1976 are 
Oscar Christiansen, First English, 
Wausau (incumbent); Mrs. Harriet 
Cross, 
Calvary, Antigo; William ' 


Druckrey, Good Shepherd, Wausau; 
and Andrew V. Machmueller, St. John, 
Birnamwood. 


A two-year term expiring in 1975 to 


be filled by a pastor due to the resigna- 
tion of the Rev. Vern Holtan, now of 
Appleton, also will be filled. Nominees 
are; the Rev. Richard Bremer, St. Peter, 
Little Chicago; and the Rev. Kenneth 
Malpert, St. John and Trinity, Birnam- 
wood. 


Chaplain Reuben Carlson of Homme 


will conduct the installation of newly 
elected members at the close of the 
meeting. 


Voting delegates are chosen by each 


member congregation. 
Hilbert sets 
meeting on 
school needs 


HILBERT — A special public infor- 


^mation meeting to discuss a school 
•building project has been scheduled for 
8 p.m. Monday in the high school 


" cafeteria. 


* The board of education is asking for 
electors' suggestions on what type of 


t -building program should be sought in 


the next referendum. 


If electors were satisfied with the last 


, referendum, they should be present to 


present their viewpoint. If they were 
not, then the board is asking that they 


, appear to suggest a plan that they 
• would support. 


Those electors who haven't made up 


" their minds are encouraged to attend to 
" get the facts and be informed. Those 
who don't want to support a school are 
' also asked to be present to state their 
. position. 
~ The board is pointing out that, to 
Ithose outside the district, the school 
represents the electors, it serves them 
and is supported by them, so it is im- 
portant that suggestions are made at 
the meeting. 
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School calendar OKd 
in Weyauwega district 


Rehbein's island 


Herman Rehbem, route 1, Manawa, awoke 
Wednesday morning to find the Little Wolf 
River out of its banks, a foot of water running 
through his house and his small dog swim- 


ming for survival. His house stands isolated 
along firelane L98A in the Town of Lebanon. 
(Diehl photo) 


Petri slams plan to close prisons, 
criticizes Lucey for state budget 


CHILTON — State Sen. Thomas Pe- 


tri, R-Fond du Lac, spoke out harshly 
against any plans of closing prisons in 
Wisconsin as an economy move by the 
state. 


Closing prisons to save money 


"would be like a cancer sufferer saving 
money by not undergoing treatment," 
•he told a Republican caucus here Mon- 
day during the annual GOP Lincoln 
Day celebration. 


"Sure you save money in the short 


run, but you die for sure in the long run. 
And as sure as can be, Wisconsin would 
die as a civilized and generally law 
abiding community if all our prisons 
are closed," Petri said. 


The freshman senator, who directed 


a good deal of his criticism at 
Democratic Gov. Patrick Lucey, also 
criticized the rising costs of running 
state government. Over the past 10 
years state government has grown five 
times as fast as the economy, and the 
number 
of state employes 
has 


increased seven times as fast as the 
state population, he said. 


Petri said Lucey's budget will ac- 


celerate the trend by providing for a S7 
million increase in state spending — 
going from a budget of less than S2 
billion for the last biennium to more 
than $2.7 billion for the next biennium. 
This is nearly a 30 per cent a year 


increase in state spending in each of the 
next two years, Petri said. 


A reasonable increase, Petri said, 


would be equal to the real growth in the 
state during the next two years, which 
is approximately three per cent a year, 
or about one-tenth of the present rate 
of increase in state spending. If infla- 
tion is taken into account the state 
economy will grow at about 8 per cent a 
year, which is about one quarter as fast 
as the current growth of spending, he 
added. 


"A 30 per cent increase in state 


spending is outrageous, and I will not 
vote for any budget which calls for a 
rise in spending beyond the rate of 
growth in the state economy," Petri 
vowed. 


Petri told his audience that for more 


than 100 years, Republicans have 
gathered in counties across the nation 
at this time of year to pay tribute to the 
memory of Abraham Lincoln, and to 
renwe their political faith, through 
their party. 


Petri said that "Lincoln's motives 


were unquestionable and that he pos- 
sessed to a remarkable degree the 
characteristic, God-given trait of sound 
common sense." 


The Fond du Lac lawyer stated "in 


this day our people retain this God 
given trait," but added that he feared 


If You Missed 1925, 


There Still Might Be Hope For You! 


Rodeway Inns Present, 


3 Days Q 2 Nights of Champagne €r Candlelight 


A special weekend for two — in the luxurious 
twenties style that made Chicago famous! 
Special Price of $58.80 per couple includes: 
Complimentary bottle of iced champagne • Magnificent 
guest rooms, complete with king size beds - Cblor T.V. - 
ThermaSol in-roorn steam baths. 
520.00 in "Rodeway Money "|to spend as you choose 
on any of the great dining & entertainment facilities at 
the Rodeway: breakfast, brunch, a sumptuous 
luncheon, a candlelight dinner in The Monte Carlo 
Room, or cocktails and floorshow in the exciting 
Bar Bella Lounge. 


RODEWAY 
INNS . 


Offer good any weekend this winter. 
Call today for reservations! (312) 693-5800 
Chicago, Illinois 60531) 


(children under 12 staying in parent's room are free) 


® Parking is free at the Rodeway Inn. 


lately "God has withheld this gift from 
our state's leaders — how else can we 
explain what is happening to govern- 
ment in Wisconsin"? 


At the'-caucus, William Engler Jr., 


Chilton, was chosen chairman; Mrs. 
Richard Larson, Brillion, was re-elected 
vice chairman and Paul Hernke, Hil- 
bert, was elected secretary-treasurer. 


State officials attending included 


Mrs. Mark Everix, Chilton, state 
president 
of the 
Federation 
of 


Republican Women; Fredric Seefeldt, 
home secretary to Rep. William Steiger, 
R-Oshkosh; Mrs. Bert Sisk, Fond du 
Lac, sixth district chairman and Gary 
Kussart, Kimberly, field representative 
for the Republican Party. 


Sixteen delegates were elected to 


attend the district caucus at Berlin on 
April 9. 


WEYAUWEGA — The board of 


education of the Weyauwega - Fremont 
area schools Monday night approved 
the 1973-74 school calendar, 
school calendar. 


The board also reviewed the present 


dress code and referred it to committee 
for further study. The committee will 
report back any recommendations of 
change. 


Administrative 
salaries 
were 


reviewed. Pat O'Rourke, high school 
principal, had his alary set at $13,900 
with an additional $500 paid on re- 
tirement. Elementary principal Donald 
McLellan will receive a $13,100 salary 
with $300 toward retirement. Merle 
Jarchow, 
district 
administrator, 


received a three year contract with a 
first year salary of $16,750 and $600 paid 
toward retirement. 


The high school principal presented a 


number of curriculum changes to the 
board for approval. All changes will be 
made within the capabilities of the 
present faculty. No additional person- 
nel will be necessary. 


Girl Scouts 
reorganize at 
Weyauwega 


WEYAUWEGA — Girl Scouts here 


are reorganizing, enlisting new leaders 
and seeking new members in an all-out 
effort to improve the local troops. 


The Scouts had a sign-in program 


Monday night and parents and new 
members were introduced to the func- 
tions of Girl Scouting. 


New Brownie leaders are Mrs. Jerry 


Gull and Mrs. Ray Hutchinson. New 
Junior Scout leaders are Miss Carla 
Oman and Mrs. Francis Slomska. Miss 
Sharon Johnson will guide the Cadet 
group. 


Girls interested in joining one of the 


troops are asked to attend the meetings 
at the Scout House, beginning with 
Brownies at 3:30 p.m. March 12. The 
juniors will meet at 3:30 p.m. March 13 
and the Cadets at the same time 
March 14. 


Scout roundtable 


STOCKBRIDGE - The Kettles 


Northwest Roundtable for Cubs, 
Webelos, and Scout leaders will be 
conducted at 7:30 p.m. Monday at the 
Community Hall at the fire station. 


Most courses now will be semester 


offerings 
rather 
than year-long. 


Students, in many cases, will be able to 
take basic work in a particular area 
without being required to take ad- 
vanced work. In other cases, semester 
courses will be more specific gather 
than being full-year general courses, 
more specific rather than being full 
year general courses. 


An attempt will be made to schedule 


all industrial arts courses for two hours. 


In other business, Jarchow reviewed 


pertinent legislative material including 
the governor's budget bill. 


The board will be kept up to date on 


legislative matters by mailings from the 
school office. 
Contract talks 
will resume 


HILBERT — After a considerable 


slowdown in contract talks between 
teachers and the Board of Education, 
tentative sessions have now been 
scheduled for March 14 and 20. 


To date, four mediation sessions have 


been conducted by Robert McCormick 
of the Wisconsin Employment Rela- 
tions Commission with little progress 
reported. Last week, a short session 
was held without the aid of the media- 
tor, but no further progress was made- 
Wednesday's scheduled session again 
will be without the mediator, but 
McCormick plans on conducting the 
March 20 meeting. 


Negotiations and mediation have run 


over the past 14 months on a pact to 
cover the current school term. Recently 
the teachers agreed to concurrently 
negotiate next year's agreement also. • 


Major issues stalling an agreement 


are in the areas of a salary schedule 
structure, extra duty pay schedule, a 
teacher discipline clause, the teaching 
day and teacher classload, medical 
leave of absence, the 
grievance 


procedure, management rights clause 
and the duration of contract clause. 
Agreement was reached during media- 
tion on issues of sick leave, health 
insurance subsidies, lunch duty and 
class advisorships. 


In related actions, the Hilbert 


Education Association met Monday to 
authorize their negotiators to call for 
any action deemed necessary if a 
settlement is not imminent and to im- 
mediately establish a crisis committee 
to deal with the slow progress in nego- 
tiations. 


Sale! 


A NEW 


reeze 


FOOD JL FREEZER 


in our store 


Pound 


for pound 


• the best buy! 
And sale priced! 


The Kitchen Freezer with a 
woodgrain stain resistant lid! 


Put it in the kitchen where it belongs. 
That's where you use it most. 


And features you will like for the 


convenience of storing frozen food! 


Counterbalanced lid. 
Slays open by itself. 


Autumn Gold Color 
on embossed s!cc1. 


Removable basket 
Stores your bulky 
packages. 


Entire storage area 
fast freeze 
compartment plus 
freezing coils on 
ifie bottom. 


ipuls 51 on ins move _ 
when you want. 
\Adjustable temperature 


control. 


Model CD-7AG 


Sale Priced! 


Deepfreeze® 
root. A. m 
4 . 
most _fai7ious name in ohest type f rcezers 5 


made only by 


McKINLEY SALES 


201 N. Richmond St., Appleton 


• IT PAYS TO BUY WHERE YOU GET GOOD SERVICE'' 


JEWS PA PER I 
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Worst of flooding is over 


DNR nearly 
forced to halt 
waste hearing 


The crisis pparently has passed but 


officials at Clintonville, Marion and 
other area communities are keeping a 
cautious eye on their rivers which 
rampaged after heavy rains and warm 
temperatures brought on the season's 
first flooding this week. 


At Clintonville, the Pigeon River had 


reached four feet over flood stage 
Wednesday, but this morning was 
down 18 inches. Other parts of the 
Pigeon were down about a foot. 


The city had been virtually cut in half 


by the flooding, and many streets were 
closed. This morning, all roads and 
bridges except damaged U.S. 45-State 
22 between Sixth and Eighth streets 
and the Auto Street crossing were 
open. 


State 156 between Nichols and 


Leeman in Outagamie County was 
closed this morning by the Wisconsin 
State Patrol. Some secondary roads 


By ARLEN BOARDMAN 


Post-Crescent staff writer 


A state Department of Natural 


Resources hearing on proposed rule 
changes for solid waste disposal 
management erupted into a shouting 
match between the hearing examiner 
and irate speakers shortly after it 
opened Wednesday. 


Donald R. Murphy, DNR legal coun- 


sel and the hearing examiner, warned a 
packed house primarily of rural area 
representatives that he would close the 
hearing if the speakers did not stay on 
the topics being discussed. 


The hearing was scheduled to con- 


sider changes in disposal restrictions 
which would, among other things, 
mean that rural areas no longer could 
use open burning and that all areas 
would be forced to do more frequent 
covering of garbage. They also would 
add the new requirements, including 
closer control of salvage yards, 
recycling centers and scrap metal 
processing plants. 


The hearing is one of several across 


the state which are required by law to 
precede DNR board adoption of the 
stricter and broadened rules concern- 
ing the control of che disposal of gar- 
bage and rubbish. 


Murphy said all persons would be 


allowed to speak and ask questions, 
but they must concern themselves only 
with the proposed rule changes. 


Two of the first several speakers 


unleashed severe attacks on the DNR, 
charging that it was a bureaucracy that 
was forcing its will upon the people of 
the state in the name of protecting the 
environment 


One speaker, Gerald McFarren, a 


former candidate for the State Senate 
from Marion, accused the DNR 
representatives at the meeting of 
wielding "God-like control" over 
people's lives. He related how he had 
been acquitted of a landfill violation by 
criminal court and later been found 
guilty of the same charge by the DNR. 


Murphy stood up and demanded that 


McFarren stay on the subject or stop 
speaking. "Now we're either going to 
have this hearing, or we're not going to 
have one at all." he said, threatening to 
terminate the hearing after less than an 
hour of testimony. 


He said the rest of McFarren's 


remarks would be off the record, and he 
also warned the members of the 
audience that there would be no more 
Rape case 
hearing 
under way 


The preliminary hearing into rape 


related charges against 13 members of 
the D.C. Eagles motorcycle gang 
opened under heavy security precau- 
tions Wednesday in the Branch 2 court- 
room of Outagamie County Judge 
Nick F. Schaefer. 


Uniformed and plain clothes police 


from the county and Appleton Police 
Department were present inside and 
outside the courtroom, with security 
operations personally supervised by 
Sheriff Calvin Spice. 


The 13 defendants, including 12 men 


and one woman, were neatly groomed 
as they were seated in the jury box for 
the closed hearing, which started about 
10 minutes after its scheduled time of 
9:30. 


During a late morning recess, 


Schaefer declined to answer questions 
concerning the progress of the hearing, 
or how many witnesees had testified. 


However, The Post-Crescent learned 


Tuesday that Dist. Atty. John Ensley 
had prepared a list of 17 prosecution 
witnesses. 


Schaefer ordered the witnesses be 


kept out of the courtroom until in- 
dividually called to testify. They were 
kept apart from each other in various 
sections of the safety building. 


Included in this group are the two 


15-year-old Appleton girls who repor- 
tedly were the rape victims an and near 
Little Chuie on Feb. 25. law en- 
forcement officials and patrons present 
at Brad's Midway Bar, 2566 E. New- 
berry St, where police said a 25-year 
old Kaukauna man was injured just 
after midnight that day by a gang 
member, who struck him over the head 
with a bottle. 


In another development, the defense 


of one of the 13 defendants apparently 
was taken over by Appleton attorney 
Allan Cain, who reportedly was re- 
tained by Donald R. Chenoweth, 29, 
Chicago. Cain was seated at the 
defense table with Milwaukee attorney 
Allan Eisenberg Jr. 


With the Sarge number of witnesses, 


there was speculation that the hearing 
might take as long as two days to 
complete Preliminary heanngs or- 
dinarily are completed in one-half day. 


The purpose of the hearing is to 


determine whether the crimes were 
committed and if they were probably 
committed by the defendants. If 
Schaefer does not rule probable cause, 
the cases cannot be bound over for 
trial 


clapping or demonstrations, and that 
all expressions of 
approval or 


disapproval should be made when one 
was testifying. 


The disruption began when Thomas 


F. Stockheimer, Mosinee, Marathon 
County respresentative of the Wiscon- 
sin Legislative Research Committee, 
contended that a "massive bureaucracy 
controlled through regional planning" 
had been set up by the state to control 
the lives of its residents. 


He accused those in the bureaucracy 


of using the guise of environmental 
protection to put themselves in the 
position of regulating and taxing the 
people off their lands. 


Robert Horn of Winnebago County 


questioned whether there was a pollu- 
tion problem of the dimension that 
such stringent rules should be set up. 
He also said he disliked state-level 
direction of local activities and felt the 
people were being misled by "so-called 
appointed experts." 


Eugene Lind, Town of Rushford 


chairman in Winnebago County, 
complained that the DNR was enforc- 
ing regulations that the people did not 
necessarily want 


He said that on at least two occasions 
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Main stream 


Boots were in order Wednes- 
day 
for 
persons 
doing 


business on S. Main Street in 
Clintonville, left photo, as 
flooding waters from the 
Pigeon River swirled over the 
Main Street bridge. Two 
boys, lower photo, stand on 
a corner of Marion's Mam 
Street and view the flood 
waters that pushed its way 
into the city. 


Outagamie to look into 
county transit system 


* Outagamie County officials plan to 
investigate the merits of a countywide 
or multi-county mass transit system, 
starting with review of Appleton's 
recent study of public bus service. 


The county board's property com- 


mittee Wednesday agreed to invite 
retired Circuit Judge Andrew Parnell to 
explain the study he chaired for the city- 
last year. The committee also plans to 
communicate with neighboring coun- 
ties and to meet with members of the 
newly appointed Appleton Transit 
Commission. 


County Executive Alvin Woehler and 


Appleton Supv. Charles Wussow ins- 
tigated the discussion. 


Woehler presented a letter he had 


sent to Parnell's committee during the 
city study. Appleton Supv. Nick Karras, 
chairman of the county committee, said 
the city has filed Woehler's letter 
without taking action, leaving it up to 
the county to assume the initiative. 


Woehler proposed widening the Par- 


nell study to include Outagamie, Win- 
nebago and Calumet County needs. 
The county executive suggested that 
the problem is too large for a single 
private company to handle and also 
extends beyond the boundaries of a 
single county. 


Solving the city's problem would be 


only a temporary solution, Woehler 
wrote, urging immediately starting a 
"comprehensive program." 


Kindergarten sign-up 
March 29 at Brillion 


BRILLION — Kindergarten registra- 


tion for the public schools has been 
scheduled from 8 a.m. to 5 p.m. March 
29. 


Children who will be 5 on or before 


Sept. 30 will be eligible to enroll. 


Registrations will be taken in the 


kindergarten room (107S). Parents may 
come any time during the day including 
the lunch hour. Birth certificates are 
required to verify birth dates. 


Visitation days for children have 


been scheduled for May 17 and 18. 


He also pointed out that East-Central 


Regional Planning Commission is 
equipped to handle such problems. 


Both Woehler and Wussow offered 


their visions of how a multi-county 
mass transit system might work. 


Woehler's letter to Parnell said it is 


"quite easy to visualize one day having 
an overhead monorail service" linking 
the metropolitan areas like a railroad 
network, or following highways. 


He said it would be desirable for 


counties to contract with each other to 
provide a financial base, and said there 
will be need for a special mass transit 
fund like present-day highway funds. 


Wussow suggested seeking legisla- 


tion and changes in mass transit 
regulatory rules to permit use of exist- 
ing railroad tracks to operate single-car 
passenger service between Green Bay 
and Milwaukee. 
Karras said the questions before his 


committee include learning what is the 
most desirable system, how it would be 
financed and how the counties would 
arrange to cooperate. 


also were reported closed in Outagamie 
and other area counties. 


Poy Sippi residents are breathing 


easier today after the gates of one of 
their dams were dynamited open to 
prevent high Pine River waters from 
washing out the dam. The village's 
other dam gate and the gates of 
Saxeville's dams on the same river had 
been opened earlier. 


George Nelson, fire chief at Poy Sip- 


pi, said the one gate hadn't been used 
for years and couldn't be opened 
manually. The waters of the Pine had 
risen over the two-bag-high sandbag 
wall the village had put up along its 
banks Wednesday but now was down 
to about normal, Nelson said. 


In Marion, the dam on the Pigeon had 


been threatened as flood waters rose 
Wednesday, forcing authorities to close 
State 110 about mid-afternoon. The 
danger has subsided today, and 110 was 


open this morning. 


Meanwhile, the Wolf River at New 


London was rising and expected to 
crest today, and the Crystal River in 
Waupaca rose 3.5 feet Wednesday, but 
no serious problems were expected. 


Vernon Johnson, Waupaca County 


emergency government director, said 
this morning that everything appeared 
to be under control in the county. 


Robert Martin, New London public 


works director, said Wednesday the 
level of the Wolf was rising about half 
an inch per hour. He predicted that N. 
Water Street would be flooded today. 


There was some damage to the 


bridge crossing the Wolf at Fremont 
but traffic continued to flow. 


At Manawa, there was water in many 


residents' basements, as well as flooded 
conditions at Lindsay Athletic Park 
along the Little Wolf River. 


The flooding was brought on by an 


unseasonable downpour and the clog- 
ging of streams by large chunks of ice. 
Ross Plainse, project engineer of the 
U.S. Army Corps of Engineers at 
Appleton, estimated that 2.5 to 3 inches 
of rain fell Tuesday night and early 
Wednesday morning. 


Plainse said he didn'.t expect any 


danger of major flooding downstream 
from the Marion-Clintonville area and 
along the Lower Fox River, if no more 
rain falls. 


At least one regional traffic death 


was attributed to the flooding, that of a 
20-year-old woman from Princeton, 
killed in a Green Lake County accident 
Wednesday morning. 


Nelson said Poy Sippi authorities 


called in a Berlin dynamite expert when 
they were unable to get open one of the 
gates. The troublesome gate hadn't 
been opened for years because the feed 
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Clintonville considers 
task of reassessment 


CLINTONVILLE —The City Council 


Tuesday authorized Assessor James 
Lindow to determine the amount of 
help he would need to make a reas- 
sessment and how much it would cost 
to do the job locally. 


Mayor Frank Sinkewicz earlier listed 


three alternatives the council could 
consider in the matter: Authorize a 
reassessment by an experienced out- 
side firm; re-evaluate the assessment 
under the supervision of Lindow; or 
take no action. 


Lindow said if the council decides on 


a reassessment by an outside firm, it 
would be started soon. 


James R. Laird Real Estate Appraisal 


Consultant, Appleton, gave an estimate 
of 513,500 to make an actual inspection 
of all real estate property. The old card 
system surrently in used could be sued 
in that task because city records have a 
drawing and the sizes of all homes and 
commercial properties. 


The last reassessment in the city was 


in 1954. The matter has been receiving 
much attention from the council and 
the public for some time. 


A resolution by the board of public 


works for 80 per cent funding from the 
federal government for the separation 
of clear water from the storm sewer 
was adopted. The total cost will be 
8491,156. The project is for clear water, 
storm sewer and rebuilding interceptor 
sewers. An application will be made for 
funding by Foth Van Dyke, Green Bay, 
the city's engineering firm consultants. 


A resolution from the airport com- 


mission to borrow 520,000 to cover the 
initial costs of improving the runways 
at the municipal airport was approved 
with Aid. Kenneth Suehring (4th) and 
Donald Thompson (5th) opposed. The 
amount is to be borrowed equally from 
Only 5 attend 
caucus at 
Stockbridge 


STOCKBRIDGE — If attendance at 


the village caucus this week is indica- 
tive, this method of nominating can- 
didates for office is rapidly going out of 
style. 


Only five electors in addition to 


village board members turned out to 
nominate candidates for the April 3 
ballot- 


Chairman George Hostettler, clerk 


treasurer Carl Reichwald and assessor 
Clifford Mayer all will be unopposed- 


Challenging incumbent trustees Paul 


Kalrs and Donald Ortlieb will be Clem 
Schumacher, Sylvester Penning and 
Ronald Mullenbach. Incumbent Nor- 
bert Gilles Jr. declined nomination. 


The village board has indicated that 


after this election it will seek to initiate 
the nomination paper method of 
nominating candidates. 


the Dairyman's State Bank and the 
Clintonville National Bank at 4V4 per 
cent interest. There was considerable 
discussion since no money had been 
placed in the budget. This loan would 
be collected in taxes in 1974. 


A bill from the Clintonville Water & 


Light Commission for S966 for 244 
hours of labor for installing the new 
Christmas decorations was tabled for 
further study. 
' 


Expenses were approved for Ljndow 


to attend the Central Wisconsin Asses- 
sors meeting this week in Marshfield. 


The Clintonville Mercantile Co. 


complained in a letter about the 
nuisance caused by the pigeons in the 
city. They roost on the building and 
create a messy situation. Louis 
Krueckenberg, whose travel agencyjs 
located across the street from the Merc, 
said he was surprised a complaint 
hadn't been registered before. The 
problem finally was left to the chief of 
police, with power to act. 


An operator's license for Anthony W. 


Davis, 80 Hughes St, previously turned 
down by the license committee and the 
chief of police, was brought before 
council for review and denied. 


The planning commission recom- 


mended that a parcel of land east of 
Mauel's Westside Gardens be declared 
surplus. This land was originally used 
for a test well and consists of 1.6 acres, 
about 241 feet by 278 feet. The com- 
mission will advertise for bids and 
arrange for an appraisal. 


New program would aid elderly 


The hosts in a planned Outagamie 


County Department of Social Services 
program for elderly who are unable to 
care for themselves must be responsi- 
ble, mature individuals, possessing 
degrees of tolerance, patience and 
flexibility. 


Social workers and other interested 


persons from throughout the county 
met Tuesday night to discuss that per- 
sonality requirement for a host and 
other aspects of the new program ex- 
pected to be undertaken soon by the 
social services department. The 
program, called Alternate Care for 
Adults, would be geared to persons 
over 65. 


Miss Ellie Paulson cf the department 


of social services told the group that 
before any prospective sponsors would 
be accepted they would have to under- 
go a "rigorous" screening program to 
assure that he or she and his guest 
would be compatible. This would 
include interviews by department per- 
sonnel, a thorough check of the 
household where the guest would live 
and perhaps a trial period of living 
together, if only for a short time. 


The alternate care program generally 


would be for elderly persons who have 
difficulty living by themselves for 
physical reasons, but who still do not 
require the constant care provided in a 
nursing home, Miss Paulson explained. 
"This is not to say that persons can't be 


happy in a nursing home," Miss Paul- 
son said, "but it is just easier for an 
older person to maintain his indepen- 
dence and life style in a private home," 
she said. 


After a matchup by the department 


of social services, the elderly person 
would move into the host's household 
and remain there indefinitely. The 
guest would be provided with his own 
bedroom; would be furnished meals, 
laundry service, and transportation by 
the host; and would be given help in 
taking medication or obtaining medical 
treatment if necessary. Basically, the 
guest would become a member of the 
sponsor's or host's family. Miss Paulson 
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Waupaca fills aldermanic post 


WAUPACA — Ivan Huffcutt was 


named by the City Council Tuesday to 
serve as 5th Ward alderman until the 
April election. He fills the unexpired_ 
term of Elmer Feltz, who resigned to 
move from the city. 


Huffcutt, 722 Park Ave., is the only 


candidate for the 5th Ward post in the 
spring election, 


Mayor Ray Roe appointed Huffcutt 


to the board of public works and the 
safety committee to fill positions 
vacated by Feltz. 


Aid. Bert Omit (3rd) was named to fill 


Feltz's terms on the city plan commis- 
sion and the Waupaca Area Council of 
Governments. However, two other 
posts vacated on the plan commission 
by the resignations of Paul Niles and 
Robert Carline were left empty. 


Aid. Edward Spanbauer (2nd) said 


that John Flad and Associates, project 
engineers for the new First National 
Bank Building to be constructed at the 
corner of Jefferson and Union streets, 
has requested the removal of the street 
light on the northeast corner. 


With the new lighting planned for the 


bank corner, engineers say the street 
light will not be needed and would 
detract from the appearance of the new 
bank. If the lighting proves inadequate, 
a street light could be installed on the 
northwest corner, they suggested. 


ifle parking commission was given 


permission to buy 25 new parking 
meter mechanisms for $1,125, This is 
the first step to replace all the 
mechanisms, which have been used for 
eight years. The replaced mechanisms 


will be used for meter "repair. 


The police department was given 


approval to purchase a new radar for 
thesquad caratacostof Sl,395.Theold 
radar will be repaired and used in the 
second squad car for backup. 


The council voted 8 to 2 to allow 


Mill-Craft Housing to seek a permit 
from the state Department of Natuial 
Resources for a solid waste disposal pit 
at the plant 


Walter Hein, director of public 


works, said the firm takes three 
truckloads of unburnable gypsum dust 
and scraps to the city landfill per day- 
He suggested that the city grant the 
permission to seek the permit, but ask 
to inspect the plant area at regular 
intervals. 


It was pointed out that the firm once 


did use its own pit, but problems arose 
when passersby started tossing their 
garbage into it 


Roe reported that the plan commis- 


sion on Feb. 27 rejected the request to 
rezone the Greenwood property on 
Churchill Street from local shopping to 
light industry. Harold Dushek, who 
requested the change so he could build 
a maintenance garage for his trucking 
firm, has asked for a public hearing to 
reconsider the matter. It was set for ? 
p.m. March 20. 


The plan commission also proposed 


that C Kenneth Petersen's request to 
rezone a parcel of land on Park Avenue 
from single to multiple family be tabled 
until a specific plan was presented. 
Another public hearing was set for 7 
•p.m. April 4 to consider Petersen's plan. 
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A pleasant Pacific high has started to 


enter the Fox Valley and will cause 
relatively warm days and cool nights 
during the next few days with little or 
no chance of precipitation, according to 
United 
States 
Weather 
Bureau 


forecasters at Green Bay. 


Skies will be mostly fair and cooler 


tonight with 'a low in the upper 20s. 
'Friday will be partly sunny with a high 
in the mid 40s. Wind will be northeast at 
8-15 m.p.h. tonight and Friday. Precipi- 
tation probability will be 5 per cent 
tonight and Friday. 


In Appleton.the high temperature 


Wednesday was 50 and the low 37, 
according to Wisconsin Michigan 
Power Co. At 9:30 a.m. today the 
barometer was 30.25 and rising, wind 
west at 7 m.p.h.; humidity, 75 per cent; 
dew point 33; skies, overcast; and there 
was no precipitation. 


Sunset today at 5:50 p.m. Sunrise 


tomorrow at 6:18 a.m. Moonset tonight 
at 10:45 plm. First Quarter on March 1 i. 


Prominent Stars: Procyon high in 


south at 8:23 p.m. Regulus high in south 
at 10:52 p.m. (Procyon is a little over 11 
light years from the Earth and Regulus 
is 84 light years from the Earth.) 


Are You Interested 
In Extending Your 


Meat Dollar? 


Hggly Wiggly is also concerned with the 
present high cost of wholesale meats. 


That's why at this time, we are proud 
to bring you "Pampered Beef," the 
result of a new concept in quality 
beef production 


More edible servings per 
pound — No excessive fat! 


Guaranteed Tender - Guaranteed Flavorful! 


Why don't you shop 
Piggly Wiggly this 
week and help keep 
your meat costs as 
low as possible? 
PIGGLY WIGGLY 
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Ra/n, warmer 


Rain is forecast for the Southeast and showers are expected 
for southern California and western Arizona. Warmer' 
weather is expected through most of the South. (AP 
Wirephoto Map) 
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S. Greenville Grange 
plans card party series 


GREENVILLE - The South Green- 


ville Grange will sponsor a "kickoff 
card party, open to the public, at 8:30 
p.m. Saturday. Mr. and Mrs. Isaac Hart 
are chairmen with Mr. and. Mrs. Ken- 
neth Julius, Mr. and Mrs. Herbert 
Wickesberg and Miss May Hart. 


The series of four card,parties is in 


charge of Mr. and Mrs. Harold 
Reinders, general chairmen. They are 
scheduled for March 17, March 24, 
March 31 and April 7. There will be 
prizes and lunch each evening with 
grand prizes at the end of the series. 


. . . one o' the troubles with a 


democracy like ours is thet mos' 
people vote fer a man fer the wrong 
reasons. 


ME TO OUR 


CEILING CLINIC 


LEARN HOW TO INSTALL 


AN ARMSTRONG CHANDELIER8 CEILING, 


USING THE NEW INTEGRID™ INSTALLATION SYSTEM 


CLINIC AT 
LIEBER'S 


APPLETON 


Home Center Only 


1924 W. College Ave. 


Demonstrations: 


FRIDAY 


4:00 P.M. and 


7:00 P.M. 


SATURDAY 
10:00 A.M. 


Chandelier Csaling suspended from Integra's hidden grid 


COME SEE! 


LEARN! 


Lieber's Appleton Home Center 


We're having a ceiling clinic to in- 
troduce a new, easier way to install 
Chandelier Ceilings — using the In- 
tegrid system by Armstrong. You are 
invited to come, without any obliga- 
tion to buy, and see a demonstration, 
showing step by step how to do it. 
Suspended below obstructions or 
tight to your old ceiling, Integrid 
solves all your ceiling problems beau- 
tifully, because you can't see its metal 
grid. And since the big 1' X 4' Chan- 
delier tiles have no bevels, seams 
virtually disappear, creating a contin- 
uous wall-to-wall pattern. 


Chandelier Ceilings eliminate the bevels between tiles 


tntefrid system conceals the grid runners 


Girl to be sent 
to child center 


A 13-year-old Appleton girl who ran 


away to Chicago for 12 days last month 
will be placed in the Wisconsin Child 
Care Center at Sparta. 


"You 
don't want to be walking the 


streets for the next 10 years, do you?" 
Family Court Judge R. Thomas Cane 
asked the girl. 


Why did she continually skip school 


and habitually run away from home? 
Cane asked. She didn't know, she 
mumbled. Police said she didn't like it 
at home. She pleaded guilty to five 
counts of being gone from home and 
school from Oct. 12 to Feb. 28. She told 
police she was gone many more times 
than was specified in the charges. 


The girl's first entry on Appleton 


police records was a year ago when, at 
the age of 12, she ran away from home 
and was apprehended by Milwaukee 
police. Authorities say she usually 
hitchhikes. She stays with whomever 
will provide shelter. 


She was placed in the Outagamie 


County jail after she returned from 
Chicago late last month. Cane ordered 
that she stay in detention until welfare 
authorities take her to Sparta. 


Police said they now are looking for 


the girl's 15-year-old sister who is 
reported missing. 


Cane cleared the way for the younger 


girl's placement at Sparta by'finding 
her dependent and placing her in the 
custody of the state Department of 
Health and Social Services until she is 
18. 


Cane ordered the parents, who said 


they just couldn't seem to keep her at 
home, to pay $20 a month toward the 
cost of keeping the girl at the child care 
center. 


Vita! 


statistics 


Deaths 


Mrs. 
Stanley G. Wilson, 56, 328 S. 


Pierce St., Appleton. 


Mrs. Fannie King, 74, Oneida. 
Gustave Boelter, 80, Manawa. 


Deaths elsewhere 


Mrs. 
Sewell Carter, 68, Green Bay, 


formerly of Waupaca. 


Mrs. Rosalia Birkholz, 72, Jefferson, 


formerly of Chilton. 


George C. Witthuhn, 89, Green Bay, 


formerly of Seymour. 
Births 
Clintonville Community 


Son to Mr. and Mrs. Charles Herb, 


route 1, Bonduel. 


Calumet Memorial 


Son to Mr. and Mrs. Ronald Lepisto, 


1108 Terrance Drive, Kiel. 
Birth elsewhere 


Daughter to Mr. and Mrs. David 


Kiecker, Cedarburg. Grandparents are 
Mr. and Mrs. George Kiecker, 419 E. 
Pacific St., Appleton, and Mr. and Mrs. 
Walter Zastrow, Oconomowoc. 
, 
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CLASSIFIED ADS 


COUPON 


SALE! 


All items may ixjt be available 
at all staiionsiores. Offer 
limited lo quantities available. 
Limii nght reserved. 
PRICES GOOD 
MARCH8THTHRU 
MARCH 12TH, 1973 


DISPOZABLE 


LIGHTER 


Handy, dependable lighter lasts for 
thousands of lights! 


C WITH COUPON 


VILLAGE CANDY 


Jelly Besns 10-oz.. Spearmint Leaves 
12VJ-OZ.,' Orange Slices 13%-oz.. 
Spice Drops 1 ZVt-oz., Dinner Mints 7V4- 
oz.. Circus Peanuts 8V4-OI. 


WITH COUPON 


UM1T2 


fart Hn Mm* 12.117) il ill HnUiir tutmatmn. 


'AWAWAWATATATAWAWA'AWA 


Holiday COUPON 
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WINDSHIELD 


WASHER 


FLUID 


SPARK 
PLUGS 


C & D CELL 
BATTERIES 


Use BtcjeK batteries in 
JiasMionts and radios! 


"fee 
fc£ 
feg 


AC of AmoMe m sets ot 
S or S, Sl»nd»rd Sype Wity. 


W7TK 53 


C ''EE- 


'BL * 
»» 
\S 


~$jf io« ar« nuira it IFTJ n »TI «»n«rr I*«™»»t. 


Holiday COUPON 


BABY PANTS p 


P»ciai5» .en 4 sot 
K-s 


Itesic .psntti. 
&| 


Kpep a soars nanoy Iw yout 
torches and camping equip- 
ment 


4-19^3 


7 NO. MAIN ST. 
NEENAH, WIS. 


.lN.EWSPAP.ERr 
.EWSP.AP.EJ3I 


Scouts obtain 
over $1,000 in 
comedy benefit 


NEW LONDON - More than 600 


people attended the Edmonds and 
Curley 
comedy 
performance at 


Washington Junior High School Sun- 
day, raising over $1,000 for Boy Scout 
Troop 59. 


Mr. and Mrs. Robert McCoy, the 


general ticket chairmen for the event, 
said about 640 tickets were sold in the 
area. Mr. and Mrs. Ron Brylski handled 
parent ticket sales. 


A scout flag ceremony was included 


in the program. Dr. James Lawton 
arranged for the flag program to be 
presented to area service clubs as a 
Scout promotion. All the flags for the 
ceremony, depicting historical U.S. 
flags, were hand-sewn by Mrs. Bill 
Squires of Manawa. 


Mrs. W. A. Bender was publicity 


chairman for the show, and her hus- 
band, the troop committee chairman, 
termed the event a huge success. 


The proceeds will go to the troop to 


help finance scouts traveling to the 
National Scout Jamboree next summer. 
Candidates nominated 
at caucus in Fremont 
for election on April 3 


FREMONT — Incumbent village 


President Roger Schmoldt will be 
unopposed in the April 3 election here. 
No other candidates were nominated 
for that position at the caucus Tuesday. 


Mrs. Alice Peters, incumbent clerk 


and treasurer, was nominated for those 
positions. They are not officially com- 
bined offices. 


Six men nominated for three trustee 


positions are Ed Kellin, Walter Warnke, 
Pershing Cox, Edwin Rupno, Ivan 
Brasch and Dewey Tangwall. 


Wamke is the only incumbent trus- 


tee seeking re-election. Milton Steinke 
and Melvin Maierhafer declined 
renomination. 
Lawmakers get bill to 
lower bonding limit 


Post-Crescent Madison Bureau 


MADISON — At the request of the 


New London School Board, the legisla- 
ture has received a bill that asks for a 
reduction in the minimum bond filing 
requirement of a school district 
treasurer from five per cent of the 
school district budget to one per cent. 
George Tipler of the Wisconsin As- 
sociation of School Boards also was 
listed as a sponsor. 
Town of Black Creek 
Heart Fund tops $ 7 52 


BLACK CREEK —A total of $152.90 


has been collected in the Town of Black 
Creek for the Wisconsin Heart As- 
sociation's 1973 Heart Fund Drive. 


Mrs. Erwin Stingle headed the town's 


drive which was 
conducted 
in 


February. 


These contributions will be used to 


fund research, community service and 
educational programs throughout the 
state, Mrs. Stingle said. 


Police & 
fire beat 


CLINTONVILLE — The volunteer 


rescue squad was called at 5:30 p.m. 
Monday to assist Alvin Schuelke, Em- 
barrass, who was ill. 


The emergency unit transported 


Schuelke to Clintonville Community 
Hospital. 


NEW LONDON — The fire depart- 


ment was called to a silo fire at the 
Walter Tews farm in the Town of 
Lebanon shortly before 2 p.m. Monday. 
Damage was reportedly confined to the 
silage. 


CLINTONVILLE — Hensel's new 


Coast-to-Coast Store at 47 S. Main St. 
was broken into late Saturday or early 
Sunday, according to city police. 
Merchandis valued at $534 was taken, 
including hunting knives, 15 watches, a 
gun, shells and wrenches. 


Police say the building was entered 


forcibly, but damage was minor. Inves- 
tigation is continuing. 


AMHERST — Six children were 


saved, but a mobile home here was 
extensively damaged about 10 a.m. 
Saturday when a fire broke out in the 
home of Richard Garski. 


The home is on Portage County 


Trunk B, about a mile west of here. 


The fire was confined largely to the 


kitchen, where it was believed to have 
begun behind a stove. But there was 
considerable smoke damage, according 
to Chief Walter Leppen, Nelsonville fire 
chief. 


Garski called firefighters after he 


pulled his children from the burning 
home. 


Keeping 
posted 


IOLA —American Legion, auxiliary 


joint meeting, 8 p.m. Monday at the 
Legion hall. 


IOLA —Our Savior Lutheran annual 


father-son banquet, March 22. Tickets 
are $1.50 for boys under 12 years old 
and $2 for older boys and fathers. 


LANARK — The St. Patricks ham 
dinner will be served from 11 a.m. to 2. 
p.m. Sunday at St. Patrick Catholic 
Church. 


CLINTONVILLE — The American 


Legion will meet at 8 p.m. Thursday at 
the Veterans Memorial Building to dis- 
cuss the new roof for the building. 
Art League meeting 


NEW LONDON — Ruth Zarling, an 


art instructor at Washington Junior 
High School, will show a film and speak 
on the life and works of Michelangelo 
as a sculptor, painter, architect, and 
poet at the next meeting of the Wolf 
River Art League at 7:30 p.m. Wednes- 
day at the junior high. 


Worst is over 


Continued From Page 1 


mill no longer was operating on it, he 
said. 


The village had opened its other dam 


gate, but knew it had to open the 
second to accommodate the additional 
flow that was resulting from upstream 
Saxeville opening the last of its gates 
early Wednesday morning. The Poy 
Sippi gate was dynamited about 10:30 
a.m., and ice in the river also was 
blasted. 


Nelson said the Pine was the highest 


it had ever been, and although it flowed 
through the center of the village, it 
hadn't threatened the residents. The 
concern was that the dams might be 
washed out, he said. 


Poy Sippi is about three miles west of 


Lake Poygan, which the Pine feeds, and 
there are no communities between the 
lake and village. 


The blaated gate, about a 15 by 15 


foot wooden structure, will be repaired 
when flood conditions subside, Nelson 
said. 


He said the Pine was down about a 


foot this morning, back to near normal. 
Volunteers had assisted authorities in 
the village to sandbag the river banks 
when the river was rising to its crest, 
and Saxeville and Poy Sippi officials 
were in contact to coordinate their 
efforts. 


Nelson noted a number of small 


bridges and minor roads were impassa- 
ble in the area Wednesday, and that 
some apparently still were not usable. 


The Clintonville flooding reached a 


crisis Wednesday as Mayor Frank 
Sinkewicz declared a state of emer- 
gency about 10a.m. He said the buildup 
of high water conditions on the Pigeon 
began about 3 a.m. Wednesday and 
peaked about 3 p.m., holding that peak 
until early in the evening. 


Local authorities, as well as Corps 


and county emergency government 
officials, worked to manage the crisis. 
Members of the police department, the 
fire department and the local US. Army 
National Guard unit worked together 
with city employes and volunteers to 
save the dam on the Pigeon. 


The Corps provided over 2,000 sand- 


bags, which were picked up in 
Kaukauna, and heavy equipment was 
used to break huge ice chucks above 
the dam. 


Early Wednesday afternoon, a hugh 


portion of the sidewalk and highway 
(U.S. 45-Slate 22) south of the Eighth 
Street intersection caved in, leaving a 
hole of over 40 by 20 feet The cave-in 
was caused by water pressure in flood- 
ed basements of residences. 


Kerrnit Lyons, water department 


superintendent, was nearly caught in 
the cave-in, it was reported. 


A preliminary damage list provided 


by Sinkewicz included the dam, 
parking areas, the foot bridge, the 
caved-in area on Main Street, a 
washout on W. First Street and 
Waapaca Street 


In Waupaca, the dilapidated Fallgat- . 


ter dam had been pushed out by ice 
floes and debris, and motorists near the 
area were cautioned by police. 


The water on Outagamie County 


Trunk 
XX between 
the 
bridge 


northeast of Bear Creek and the village 
was reported about knee-deep. 


Are you as successful 


as you would like to be? 


• If you continue to progress at the 
same rate for the next five years 
as you have for the past five 
years, would you be satisfied with 
yourself? 


• Do you begin each day moti- 
vated to do your very best? 


A PROGRAM FOR 


ACHIEVEMENT 


The result-getting, goal-oriented 
program, ACHIEVEMENT DY- 
NAMICS, can provide the answers 
to these questions for you. 


The exciting lessons in 


ACHIEVEMENT DY- 


NAMICS 


include the following: 


How to Develop the Courage to 
Act! 
How Jo Motivate Yourself 
How to Motivate Others 
The Power of Enthusiasm 
How «o Become a Creative Thinker 
Decisions—How Jo Make Them 
How to Continue Jo Grow 
The Power of Visualization 
The Power of Affirmations 
Your Success Formula 
How to Overcome Failure 
Developing a Positive Self-Image 
The Power of Attitudes 
The Power of Goal-Setting 
The Next Step—Planning 
Overcoming Your Fears 


For 
complete 
information, 


Calf 


725-0438 
731-1084 


10 session*, Midway Motor lodge, 
beginning March 20,1973,7p.m. 


Thursday, March 8, 1973 
m r«t-c™»c«nt, AF/,i«tw-N.»n«k.M.r)<iiha/wi.. 
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DNR hearing ... 
; 


Commodity swap 


Ralph Steiner, left, president of the Calumet County Farm 
Bureau, and James Steege, a member, unload 900 boxes of 
oranges sent from California in exchange for Wisconsin 
made cheese. The oranges were purchased by'persons in the 
county and delivered Monday. (Connors photo) 


Program for elderly . . . 


Continued From Page 1 


said. The program encourages single 
persons as sponsors, however. 


The sponsors would derive certain 


benefits in return, said Miss Paulson. 
These would include the opportunity to 
help others; for older, single sponsors, a 
chance for companionship; and an in- 
come that might run between SI 00 and 
$200 per month either from the depart- 
ment of social services or, if possible, 
from the guest himself. 


Ken Zartner, associate administrator 


of the Appleton Extended Care Center, 
was concerned with the consequences 
if after several weeks the sponsor dis- 
covered he was not compatible with his 
guest. "You have to be very certain 
about the sponsor," he cautioned. "We 
found that moving can be a frightening 
experience for the geriatric. It could be 
interpreted as a slap in the face if the 
guest were required to move from the 
sponsor this reason," Zartner said. 


These dangers might be lessened, 


said Doris Cobb, executive director of 
Oneida Heights, if the guest and spon- 
sor could meet and live together for 
several weekends. She also suggested 
efforts be made to acquaint the guests 
family with the sponsor. 


The Rev. Ralph Stewart, rector of All 


Saints Episcopal Church, said elderly 
persons are more likely to remain ac- 
tive when they live in their own homes. 
He suggested that Alternate Care for 


Adults consider having sponsors living 
in the elderly person's home as well as 
having the elderly person as a guest 
elsewhere. 


No starting date for the program has 


been set, but Miss Paulson said that 
once a prospective sponsor is located, it 
could take up to six weeks to screen 
him. To date, she has been contacted by 
eight possible sponsors. However, some 
of them live outside the county. She 
said there are about 65 persons in the 
county who might qualify as guests. 
Some of them are living in nursing 
homes, Miss Paulson added. 
First aid class has 
openings for 1 0 
persons at Clintonville 


CLINTONVILLE — There are open- 


ings for 10 persons in the standard 
multi-media first aid class to be con- 
ducted under the sponsorship of the 
Clintonville Chapter of the American 
Red Cross at the City Hall beginning 
March 13. 


The class will be held for three ses- 


sions with each one running from 6:30 
to 9:30 p.m. 


Instruction will be free but there will 


be a textbook charge of $2.60. 


Interested persons are to contact 


James Lindow, first aid chairman and 
instructor. 


ONE WEEK ONLY! I 


Frigidaire 30" ELECTRIC 
RANGE SALE 


REG. 


RETAIL 
29.95 
FREE! 


REG. 


RETAIL 
29.95 


WITH THE PURCHASE OF ANY 


NEW RANGE BY SAT. MARCH 18TH 


CHROME 10 PC. COOKWARE SET 


WITH HEAVY DUTY STEEL AND TEFLON II 


INCLUDES: 
2 QT. COVERED SAUCEPAN 
4 .QT. COVERED DUTCH OVEN 
10'/j" SKILLET 
10" 3-COMPARTMENT SKILLET 
HORS D' OEURVES TRAY 
TID-BITTRAY 
2-SERVING FORKS 


SIMILAR TO PICTURE 


ELECTRIC RANGE 


SELF CLEANING 


OVEN 


95 


Reg. 


'3B9.95 


INCLUDING DELIVERY 


Frigidaire features Cook-Master 


, oven control, automatic appli- 
, / ance outlet, minute timer, 
I;' clock. Jn white, avocado. 
+X coppertone, gold, poppy! 


TRADE-IN YOUR 


OLD RANGE. 
IT'S WORTH 
MONEY AT 


THE MIDLAND STORE 


MIDLAND STORE 


OUTAGAMIE EQUITY 


3011 W. WISCONSIN AVE. 


Optri Monday and Fri&fy Nrf et Til 9, Solwday fc-S » 
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the DNR had threatened to close the 
jtown dump, despite no indication of 


i local residents complaining about it. 


He suggested that the DNR should 


come 
up 
with 
suggestions 
for 


municipalities to improve their landfill 
operations and predicted that these 
would be accepted. 


For the municipality operating an 


adequate disposal site and for most 
large municipalities already adhering 
to rather stringent rules, the proposed 
changes would have little effect. 
However, the smaller municipalities, 
usually with less than 2,500 population 
using a specific disposal site, would be 
faced with terminating all open burn- 
ing by Oct. 1,1975. 


Also, covering of solid waste would 


be increased in frequency, and exemp- 
tions granted less easily, under the 
revised regulations. 


DNR officials at the hearing said the 


goa! of the new requirements is to 
clarify the solid waste management 
standards for the user, expand the 
coverage of the restriction 
and 


strengthen the restrictions based on 
DNR experience since the original rules 
were set up in 1967. 


Girl Scout night 
scheduled at Hilbert 


j 


HILBERT — The annual Girl Scout 


family night is scheduled for 7'p.m. 
Sunday at the high school. Scout of- 
ficials from the .Manitou Girl Scout 
Council, Manitowoc, will be present. 


Scout awards will be presented and 


there will be skits and refreshments. 


Sunday marks the beginning of Girl 


Scout Week, and all Scouts will attend 
church services as a group. 
Tile and 


Carpet SALE 


of the Year is NOW IN PROGRESS at 


TILE WORLD CARPETS 


801 W. College Ave., Appleton, 734-2586 


TILE 


ARMSTRONG 


VINYL ASBESTOS — 


FLOOR TILE 


Size 13 
EA. 


MOSAIC , ^ 


TILE £9 


Prepasted on 


12" x 12" Sheets 


EA. 


PLASTIC 
WALL TILE 


4'/4"x4y4" 


Large Selection 3 EA. 


CERAMIC 
WALL TILE 
Large Stocks on Hand 59 


SQ. 
FT. 


LINOLEUM 


Vinyl Inlaid & Cushion Floor 


Our entire stock of Inlaid at ONE LOW PRICE. Values 
to S9.95 Sq. Yd. Includes Solarian, Monfina, Coronelle, 
Santa Cruz, Cushion Flor and Cushion Flor Supreme. 
6'&10-&12<widfhs 
$O95 
2 


SQ. 
YD. 


CARPET 


CARPET 


REMNANTS 
•All 100% Continuous Filament Nylon. 
• 12' Widths up to 24' in length. 
• Includes Shags, Popcorn, Sculptures. 
VALUES TO *9.95SQ. YD. 


$O95 
2 SQ. 


YD. 


KITCHEN 


CARPET TILE 9QC 


12" x 12"—REG. 79' 
Ea. While stocks last. 
High quality, level loop. 


EA. 


Rubber Backed 


BATH & 
: 


KITCHEN CARPET $^95 


REG. 
S7.95 SQ. YD. 6 


Colors Beautiful Nylon 
Shag. Use anywhere in 
the Home. 


SQ. 
YD. 


KITCHEN 
CARPET 


AH Qualities now in stock. 


Values up to '7.95 Sq. Yd. ALL AT ONE 
LOW PRICE* All with Heavy Foam Rubber 
Back. 


ATTENTION CONTRACTORS! 


CARPET 
SELLOUT 


Famous Name Manufacturers such as 
Armstrong, Berwick and others. FHA 
Approved. VALUES TO '9.95 SQ. YD. 
HURRY FOR THIS ONE 


Tile and 


Carpet SALE 


of the Year is NOW JN PROGRESS at 


TILE WORLD CARPETS 


801 W. College Ave., Appleton, 734-2586 


Friday op*n till 8:30 p.m.; doily till 5 p.m, 


SPAPFRI 


Thursday, March 8, 1973 
TH« Po«t-Cr«»c»nt, ApPl.lon.N««nah.M«nofha, WU. 
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Sylvia Porter 
Income averaging' 
can save you money 


If your taxable income averaged 


$8,000 in the four years preceding 1972 
and if, say, you won a lottery last year 
which sent your taxable income to 
more than $12,600, you can use "in- 
come averaging" — and thereby save 
on your '72 taxes. 


If your taxable income averaged 


$16,000 in the four years 1968-71 and if 
last year you took a hefty capital gain 
on some securities or a house or land, 
etc., which raised your taxable income 
to more than $22,200, you can use in- 
come averaging and save on taxes. 


If your taxable income averaged 


$36,000 in the four base years to 1972, 


and if last year you got a fat raise 
putting you over $46,200, you can too 
can use income averaging and save. 


Income averaging is not a gimmick 


for saving taxes available only to mid- 


Save on taxes — 9 


die and upper bracket taxpayers — 
despite this widespread misconception. 
Even if your average base period in- 
come was only $4,000, you can use 
income averaging on a 1972 taxable 
income exceeding $8,000 and save on 
taxes. 
r 


Go and Tell 


"What you have seen 


and heard . . ." 


. .. has been chosen as the theme for Phase II! (Lent and 
Easter) by the Fox Valley Area KEY 73 Steering Com- 
mittee. 


The area churches and YOU, the individual Christian, 
are urged to prepare yourselves to "GO AND TELL" 
by studying the following passages of Scripture: 


• LUKE 7:17-23 - Jesus' Witness to Himself. 


•ACTS 4:1 3-20 - The Early Church's Witness 
to Christ. 


Remember . .. the resurrection means Christ is alive and 
at work in us. YOU are the KEY to KEY 73! 


Fox Valley Area KEY 73 Steering Committee 


The key to benefiting from income 


averaging is simple: An unusual 
increase in your 72 income as against 
previous years — resulting from any 
one or more of the widest variety of 
events. 


If your '72 income was substantially 


higher, here's how to test whether you 
can benefit from income averaging. 
Take out copies of your tax returns for 
1968, 1969, 1970 and 1971. Jot down the 
final taxable income for each of the 
four years, add the four figures and 
multiply by 30 per cent. Or add the four 
figures, divide by four and add 20 per 
cent of that. Either way will give you 
120 per cent of your average taxable 
income for the four base years. 


Now check your 1972 taxable in- 


come. If it is more than $3,000 above 120 
per cent of the average figure for the 
past four years, you can use income 
averaging to save taxes. This is because 
income averaging has the effect of 
making each tax bracket five times as 
large as it actually is. 


For instance, say you are single, that 


120 per cent of your average taxable 
income for the four years from '68 
through '71 is $12,000 and that your '72 
taxable income came to $20,000 
without income averaging, your 
regular tax on the $20,000 would be 
$5,230. If you will glance at the official 
tax rate table, you will see that the top 
$2,000 of your $20,000 is taxed at 36 per 
cent in arriving at your $5,230 total tax. 
By using the income averaging method, 
though, your tax comes to only $4,950 
and the top rate at which you pay is 
only 29 per cent instead of 36 per cent. 


Thus, just by using income averag- 


ing, you would save a full $280 in taxes. 


But note: Even if you qualify for 


income averaging, it does not come to 
you automatically. You must figure out 
your tax under this method by filling 
-out a separate Schedule G and you 
must send this schedule with your 
Form 1040 for 1972. 


Another note: If one of your returns 


for the four previous years was 
examined by the Internal Revenue Ser- 
vice and corrected, use the corrected 
figure — not the one on your own 
carbon copy. 


The following information prepared 


by the Research Institute of America, 
gives you a quick guide as to whether 
income averaging can save taxes for 
you on your '72 return. It applies to you 
as married individuals filing a joint 
return. 


If your average base income is S4,000, 


you save taxes if your '72 income tops 
$8,000; if your average base income is 
$6,000, you save taxes if your '72 in- 
come tops $10,200; if your average base 
income is $8,000, you save taxes if your 
'72 income tops $12,600; if your average 
base incomeis $10,000, you save taxes if 
your '72 income tops $16,000. 


If your average base income is 


$12,000, you save taxes if your '72 in- 
come tops $17,400; if your average base 
income is $14,000, you save taxes if 
your '72 income tops $20,000; if your 
average base income is $16,000, you 
save taxes if your '72 income tops 
$22,200; if your average base income is 


WAREHOUSE SALE 


SAVE ON 


One-of-a-kind, Factory Seconds, Display Models 


MALM 


REG. 
PRICE 
SALE PRICE 


MODERNE 


DUCHESS 


FIREHOOD 


-MEMBER 


FIREPLACE 
INSTITUTE 


24" Duke 
, 
$209°° $12995 


30" Duke 
*24750 $1 5995 


30" Diamond Fire 
*22950 * 1 3995 


36" Fire Duchess (Suspended) 
$361 °° $21 995 


MAJESTIC 


24" Jupiter 
*209°° $ 1 2995 


30" Jupiter.. 
*24750 *1 5995 


38" Firehood 
$275°° $ 1 6995 


EF-1 Monticello 
*1 43°° 
$9995 


PREWAY 


30" Capri 
$1 5750 
S7995 


38" Moderne 
»1 64°° 
S9995 


READY BUILT 


357 Contemporary Design 
$27995 $ 1 6995 


GLASSFYRE 


4027 Copper Glass Door 
$2088° $ 1 5495 


4427 Aristocrat (Used) 
1 6810 
S9995 


CONCORD 


Hearths £ Facing 
s 1 47" 
S69" 


GAS & ELECTRIC LOGS REDUCED 
ALLIED FIREPLACES, INC 
1524 E. Wisconsin Ave.7 Appleton * Phone 733-4911 


STORE HOURS: 8 to 5 Monday through Saturday; 


8 to 9 Monday and Friday 


JUPITER 


MONTICRIO 


i master charge • 
1 ruf qfrmm* cms ' 


Permits needed for 
wild game meals 


MADISON, Wis. (AP) - Persons 


desiring to serve the meat of wild game 
captured in the state have been 
reminded by a state official that they 
must secure permits from the Depart- 
ment of Natural Resources, 


A. E. Ehly, the director of the DNR's 


Southern District said each game dinner 
requires a permit from the department 
for animals or birds legally taken. 


The permit is free and may be ob- 


tained from the field warden in the 
county were the permit will be used, he 
said. 


Applicants must furnish the name of 


the individual or group making the 
request, the kinds of wild game, how the 
game was taken and if any charge will . 
be made. 


Ehly said the game dinners may not 


be sold but that in certain situations 
admission fees may be charged. 


$18,000, you save taxes if your '72 in- 
come tops $24,600; if your average base 
income is $20,000, you save if your '72 
income tops $28,000. 


If your average base income is 


$25,000, you save taxes if your '72 in- 
come tops $33,000; if your average base 
income is $30,000, you save taxes if 
your '72 income tops $40,000; if your 
average base income is $36,000, you 
save taxes if your '72 income tops 
$46,200; if your average base income is 
$40,000, you save taxes if your '72 in- 
come tops $52,000. 


If your average base income is 


$50,000, you save taxes if your '72 in- 
come tops $64,000; if your average base 
income is $60,000, you save taxes if 
your '72 income tops $76,000; if your 
average base income is $90,000, you 
save taxes if your '72 income tops 
$120,00;; if your average base income is 
$100,000, you save taxes if your '72 
income tops $140,000. 


But if your average base income is 


$200,000 or more, no savings are possi- 
ble. 


Tomorrow: Your chances of audit. 


(Copyright 1973) 
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YALUE-OF-A-UFFTIME! 


1973 ZENITH SUPER 


16 "PORTABLE 


Even brighter 
and sharper 


than tte fa^s 


TheLYNDALE-D3721L 


Big-screen' Compact1 


Handsomely styled 


Zenith quality portable 


Super Chrornacolor 


TV Deluxe two-tone 


cabinet in Beige with 


contrasting Dark 


Brown front Zenith 


High Performance 
Chassis and Super 


Video Range Tuner. 


Don't delay! 
Stop in today! 


SUESS 


TV & RADIO, INC. 
306 E. COLLEGE AVE. 


'/2 Block West of Lawrence University 


733-6464 


lAisssns oiavat/ussans 
oiavJiiAissans 
oiavatAissans 
cnav 


2 


0 


Annual Sale 


Fashion Panty Hose 


Hurry ... Sale ends Saturday, March 10 


When there's savings like these, stock up ... on all your favorite panty hose 
styles Great fashion colors too! Medium beige, medium taupe, golden beiqe 
dark brown, black and navy. We have your size. 
' 


1.71 4 6.60 
Reg.s2PR. 


1 .71 P* 4 6.60 
Reg.s2PR. 


1.91 P, 3 P, 5.55 
Reg. 2.50 PR, 


2.11 
Reg. 2.50 PR. 
8.25 


Reg. 250 PR. 


ALL NUDE panty hose of clingy 
smooth-fining stretch nylon, with 
waist-to-toe sheerness, knit-in 
waistband, run guord at toe. 
Small, medium and long. 


OPAQUE ponty hose with nude 
heel and demi Joe, knit-in waist- 
band, run guord at toe; unbroken 
line waist }0 toe. Small, medium 
and long. 


TALL GIRL BRIEF TOP 
hose with full inset back panel, 
high side, wolst high panty knit on 
to legs of clingy Caress* stretch 
nylon. Sheer, run-resist, demi Joe. 


ALL SHEER CANTRECE II panty 
hose with waisMo-toe sheerness, 
full bock panel. In sizes from pe- 
tite to extra long. Save now] 


BRIEF 
1 TOP pcmty hose qlves con- 


tinuous sheer line. Has" full inset 
bock panel, waist high knit pan- 
ty, run-resist, demi toe. In sizes S- 


Hosiery 


KWSPAPERl 
.'SPAPERf 


Pty may 


for 


road repairs 


• pKAUKAUNA 
— City Engineer 


,132>bert Natrop has informed aldermen 
Jttett maintenance costs for streets in 
jUje Haen School area and DSK Plats 
.amounted to $12,800 for 1972. 


I -"'Aldermen asked for the cost break- 
jdpwn to be included into a study of 
^whether to undertake a $100,000 or 
»$200,000 concrete road program in 1973. 
| Stance only $100,000 was included in the 
^budget for.concrete work, a loan would 


have to floated if the city decides on a 
larger program. 


Aldermen will consider interest on a 


short 
term loan in relation to 


maintenance costs when deciding on 
the extent of concrete work to be done 
this summer. Maintenance costs last 
year included grading, graveling and 
dust control. The engineer has indicat- 
ed that maintenance costs tend to 
increase each year. 


Several aldermen and Mayor Robert 


La Plante have indicated that the city 
would likely receive better bids for a 
larger program and this together with 
savings of maintenance costs would 
more than offset interest paid on a loan 
to finance the added work. They also 
indicate that the roadwork in 1374 


could possibly be postponed should a 
larger project be undertaken in 1973. 


Other aldermen have said that a 


smaller road program could result in 
more bids from smaller contractors 
with a possible savings, and that the 
city should adhere to the budget 
appropriation rather than undertake a 
larger program. 


Natrop is drawing up plans and 


specifications for both a $100,000 and 


$200,000 program with base bids to be 
taken on the smaller program and an 
alternate bid for the larger program. 
. 
At the urging of La Plante, aldermen 


have also authorized Natrop to secure 
bids on blacktop and gravel which the 
city may require in 1973. La Plante 
indicated that other communities took 
bids on this material rather than 
purchasing it as needed and as has been 
done by Kaukauna in the past. 
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RENT OR BUY 
APIANOMfU'- 
HEID MUSIC CO. 


Appleton 


Pnange-way \ 
DISCOUNT 


atex 


white 


Coming on Strong .. . 


the Citified Platform 


Sandal by Caressa 


Walking off with all the news for spring . . . Caressa's 


platform sandal! It's soft, shaped and looks fabulous un- 


der pants or with dresses and skirts. In black wrinkle 


patent, navy or white kid. '23. 


Women's Fashion Shoes 


CEILING FLAT WHITE 


Now Only 
1.99 


Glidden latex flat white finish 
stays bright. Soap & water 
clean-up. 


SATIN INTERIOR PAINT 


6.99 
A washable interior paint 
that applies easily. Choose 
from 2600 colors, most cover 
in one coat. 


SEMI-GLOSS LATEX 


ENAMEL 


Zfor 


Reg. 


2.57 qt. 


SPRED COMPLETE 


ANTIQUE KITS 
Reg. 
3.77 


A soft, pearly semi-gloss in almost 
3,000 colors to match, complement 
or contrast with Spred satin walls. 
Soap & water clean-up. 


2.96 


Works decorating magic on furni- 
ture, walls and accessories in just a 
few hours" time! Contains every- 


you need to do the job. 


9xl2DROPQOTH 


R»g.17c 


Protects furniture, floors, 
corpets, ihrvbs -and side- 
walks. 


T STEP LADDER 


Reg, 
3.37 2.37 


Wood s.*tp ladder to rr>e!:« 
your painting j 


PAINTBRUSHES 


31e 
Reg. 
39c 


Che-Die from V to 3" ny- 
lon brushes. 


SHOP PRANGE-WAY DOWNTOWN MONDAY, THURSDAY AND 
FRIDAY 9-30 TO 9 ... OTHER WEEKDAYS 9:30 TO 5:30 . . . PRANGE- 
WAY WEST MONDAY THRU SATURDAY 1OTO ?0,.. SUNDAY 10TO 5., 


New Leisure-Lovin' 
Patents for Men this 
Spring by Wm. Joyce 


Wherever your leisure takes you, go ... 
with Mr. Joyce. This krinkle patent "Juni- 
per" is so soft, handsomely tailored and 
ornamented, in white, navy, dark brown, 
black, blue/bone or brown/white krinkle 
patent, kid lined. *29. 


Men's Cellar 


lEWSPAPERf 


\ 


NEWSPAPER? 


Strange environment 
cited in confusion 


* 
*».' 


on olpnge moon soil 


SPACECEN#E6:|Houston(AP)-A 
when he discovered the orange dust 


lunar scientist say* operating in a 
while exploring the moon's Taurus-Lit- 


strange envirqftme^f like that of the 
trow Valley in December, 


moon's surfacJcatt;perPlex even a 
He estimated it might be only 10 
trained'f?ti*c)lof"1"*' taW'««*»*»-••»—±—*»-:_ *— ^*- 
•••« 
- - 
- 
* 


reason for the 
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ests this is the 


gage estimates on 


Apollo 17'sorafljpe|f5lVA 


Apollo ,17;j'g&ofpgI s t - a s t r o n a u t 


Harrison H.';'SchSrti|fe?^vas overjoyed 


— .- — 
• '"'V 
1-*" 
'' "*v'i"",>'''"-"^ • 


Now '^vi-'Gjjififovr 
FALSETEETH 


Mi?n*~BUing Power 


A denture; a«ClieiiVe can help. 
FASTEETH«,tBawder does all of 
this: 1) HelpS'febld^tippers and low- 
ers longer, firmer,.steadier. 2) Holds 
them more comfortably. 3) Helps 
you eat more naturally. Why worry? 
Use FASTEETK Denture Adhesive 
Powder. Dentures that fit are 
essential to health. See your dentist 
regularly. 


million years old, which could have 
indicated relatively recent volcanic 
activity. 


But scientists using radioactive dat- 


ing techniaues announced last month 
that the orange material actually was 
formed about 3.7 billion years ago, 
similar in age to other rocks collected on 
six Apollo moon-landing missions. 


Commenting on the discrepancy, Dr. 


Dimitri A Papanastassiou of California 
Institute of Technology said Wednes- 
day night: 


"The mere fact that an astronaut is 


used to what he sees on earth and he 
then went to the moon and the minute 
he saw something and immediately... 


Gimbels 


congratulates the 
winner of Gimbels 
"Windjammer, 
Eastern Airlines" 
contest 


Ms. Diana Hughes, South Milwaukee, 
wins on,] 1 -day Caribbean cruise for 2 


You can bet our winner is hoppy that she entered Gimbels "Sun Spots" 
contest! Ms. Hughes, and the person she chooses to take along, will fly 
round trip on Eastern Airlines, the Wings of Man. from Milwaukee to Son 
Juan, meet Captain Burke tor pre-cruise festivities, then fly on to St. John, 
Antiqua, to embark on a gala 11-ticy cruise to the Grenadines-Windward 
Islands in the Caribbean. 


They'll be sailing or, the luxurious "Windjammer" schooner, formerly On- 
assis'. "Faniome". with first-class accommodations all the way and port 
stops at 8 exotic sun spots including Martinique. Carriacou and Venezuela. 
Congratulations ... and faon voyage! 


Another FAMILY WEEKLY Exclusive - March 11 


*~ *••... 


AJP&jjlWogist's Advice; 
Yott Can Stop Family Fights 


us regularly shout our way through un- 


squabbles because me do not "really" 


^.. how they begin and how they develop. 
eaTe deep family disagreements, arguments 


may ^jfaaevitabh. Much ... til feeling and bickering, 
however, arc pointless (and) con be avoided. 
In SJiirfey 'Sloan Fader's essay, written especially 
forJajiVIiLY WEEKLY magazine, Dr. Jesse S. Niren- 
berfr a noted psychologist and specialist in the 
skills, of effective communicating, shares some 
gerierai rules for avoiding these pointless, wound- 
ing family battles: recognizing the warning signs, 
coping with the causes for temper outbursts, and 
learning Jiow to phrase requests. 
By using the communications skills that Dr. Niren- 
bergsu^ests and the facts about human emotions 
that he explains, you can defuse and avoid many 
typical family confrontations. 


In the colorgrovure magazine of 


said, 'Ah, ha, that's what it is.' would 
indicate that when you're in another 
environment, you don't know what to 
expect." 


But Papanastassiou said the fact that 


Schmitt proved to be wrong is impor- 
tant in realizing that things aren't al- 
ways what they seem in a new en- 
vironment like the moon. 


"The fact that you found out what 


you thought was immediately obvious 
is not true any more is quite exciting and 
progress in itself," Papanastassiou said 
while attending the fourth Lunar 
Science Conference here. 


Dr. Oliver A. Schaeffer of the State 


University of New York, head of the 
team which agedated the dust, said that 
had it been very young "it would have 
been a problem for many lunar 
theorists." 


After studying Apollo data, most 


scientists believe the moon was 
wracked by volcanoes in its first 1.5 
billion years of existence but that vol- 
canic activity essentially ceased about 
three billion years.ago, leaving the 
moon pract'ically'a dormant body. 


Dr. Robert L. Fleischer of General 


Electric's research and development 
center, Schenectady, N.Y., told the 
conference analysis of the orange soil 
revealed it has laid exposed on the 
moon's surface for the last 20 to 30 
million years and that it was stirred 
slightly .by the nearby impact of a met- 
eor about six million years ago. 


He said this was determined by 


studying the density of cosmic ray 
tracks found in the soil. 


Fleischer said the dust was created by 


volcanic action or meteor impact 3.7 
billion years ago and was quickly buried 
by debris from the violent event or one 
that occurred soon wards. 


Then, 20 to 30 million years ago, a 


natural force — most likely another 
meteorite impact—moved at least some 
of the orange material to the surface 
where it became subject to cosmic ray 
penetration, he said. 


House to limit 
actions in secret 


WASHINGTON (AP) — The House 


has poked a major hole in the wall of 
secrecy that once protected the actions 
of some of its committees from public 
view. 


Hereafter, members of committees 


desiring to operate behind closed doors 
will have to stand up and be counted on 
a roll-call vote. 


And, 
with several exceptions, they 


will have to go on record for every 
committee session from which they 
want to exclude the public and the 
press. 


The House voted 370 to 27 Wednesday 


to order all committee hearings and 
business—or markup—sessions open to 
the public unless affirmative action is 
takejn to close them by a roll-call vote in 
an open meeting. 
Auto repair rules 
relaxation criticized 


MADISON, Wis. (AP) — The recent 


suspension of two rules on auto repair 
practices has been branded by a state 
legislator as the "most severe and 
disastrous rip-off in the entire field of 
consumer protection." 


Rep. David Berger, D-Milwaukee, 


said in a statement he was shocked at 
the decision of the Joint Survey Com- 
mittee on Administrative Rules to sus- 
pend the rules governing fraudulent 
repair practices.' 


The committee voted unanimously 


last week to eliminate a rule requiring 
dealers to inform potential customers of 
defects in vehicles. And it repealed a rule 
requiring dealers to provide customers 
with written estimates for work to be 
done in excess of $25, unless that right is 
waived by the customer. 


"I am shocked that the committee 


would _give deaers an almost unlimited 
right to deceive and exploit customers," 
Berger said, and urged the committed to 
immediatelv reinstate the rules. 


•spEOALVVINTERaEARANCE SALE 


ftKTRONICCAlCUWrOR 


SJAT! wfwos ..... 


. 


JUMBOAMRA'DIOT ........................... . 
MEMS' & LADIES' NEW WIDE BELTS ..... Reg. -3.95 SALE PRICE $1. 95' 


Custom equipped 60cc 
MINI TRAIL, MINI BIKE R.B. -395. SPEC. W.NTER 
. 


PRICE ON SPECIAL PURCHASE .............. . ..................................... - ............... 


?H"OTO ALBUMS ...... . ............................... '1 -88 e« or 2/'3 1 


STRACKTAPE ................................... Ra,., 95^^*2. as 
:CLEARANCE ON SNOWMOBILE OIL . coiemonoiit(«eon2?4.50 


Cas»rolOil24qts ............................ MO.OO 
Wynn',40-1 
' 


-. Solids &'Me»al Flake 
, 
j 
lSNOWMOBILE HELMETS 
......................... *«. '2".95 SALE '8.95 


"1- Men's & Ladies' & Youth's complete selection 
| 


SNOWMOBILE BOOTS 
....................... 
Reg. -9.95 SALE PRICE '6.50 


j CLOSE-OUT 5.5 01. Broken sizes only 
> <-, n nn 


SNOWMOBILE SUITS ...... . ......... Reg. '39.95 CLOSE our PRICE '10.00 
LARGE SELECTION OF FISHING TACKLE 
WOLF RIVER RIGS 
......................................... 
Reg.49-SALE19 


DEALER DISCOUNTS AVAILABLE^ 


Hy. 10 4 114 East 
- 


1?30 W. College 
Menasha, Wis. 54952 u 


Appleton, Wis. Phone 731-2414 
Phone 739-4942 . 


-Also Located in New London, Shiocton A Pulaski 


Open M^n thru Fri. 9-9; Sat. 9-6, Sun. 1 2-6 


FOR REAL VALUE 
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Can you match the glasses to the face? 


our busi- 
ness. And 


we think we do it better than any- 
one else. There are two reasons 
for this. First, we have the biggest 
selection of frame styles to choose 
from. And most important, we 
make fitting an art. 


For example. Take number' 1 


above. She has a long thin face. 
She has big, beautiful dark eyes. 
The trick here is to accentuate the 
eyes without adding to the elonga- 


tion of the face. The glasses marked 
glasses marked C Number 3 


F do )his beautifully. They are big 
glasses A. Number 4 
glasses 


enough to let the eyes shine through. 
n k' 
- 
" " a 


And wide enough to compensate 
for the longness of face. We rec- 
ommend an octagonal 
matte 


finish rnetal frame to complement 
her dark coloring. If you have a 
pencil handy, draw a likeness of 
F glasses on girl number 
1, and you'll see what 


B. Number 5 ... glasses D. Num- 
ber 6 ... glasses E. 


This will give you some idea of 


how contrary to popular myth, 
people can actually look better 
with glasses, than without. See? 


we mean. 


Do the same with 


Number 2 ... draw in 


KINDY 


OPTICAL 


A member of the Opticians Association of America 


Applefon: Northland Shopping Center/739-8933 " Green Bay: Corner of Washington & Cherry/435-2082 


Sheboygan: Memorial Mail 3347 Kohler Memorial Drive 458-7312 


Onion Eyeglass Plan for efl Ac (omity . Cwnplett Optician Service indodes: « Riling Doctor's pTKcriptron « P;rfe$«onol frame selection 


F 
*• 
jt 
- - 
«< 
4- • 
t 
Continued servicing » Unconditional guarantee 


j 
cno 
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Thl/ 


U.S. remains neutral on white rule in Africa 


"» The U.S. is not moving fast in any 


direction in "picking sides" on the 
question of white rule in black Africa, 
according to Marshall B. Hulbert, 
| Lawrence University professor of 


•• liberal studies and 
a retired vice 


president of the university. 


;. 
"I believe that the low profile our 


•government maintains in its dealings 
.with Africa will continue," Hulbert 
said, with the U.S. exerting no more 
•political, economic, or moral pressure 
on South African nations than is 
presently the case. 


,' Hulbert was speaker Tuesday at the 
Lawrence University Great Decisions 


program discussion of "White Rule in 
Black Africa: Whose Side Are We 
On?" 


"The United States," Hulbert said, "is 


walking a tightrope between those who 
condone South African apartheidism 
and the nations of the third world who 
say we should exert more political, 
economic and moral pressures. 


"But we aren't likely to interfere in 


the internal affairs of other nations, and 
if we did, we would be called hypocri- 
tical. And we have commitments to 
allies involved in South Africa, such as 
Portugal and Great Britain," he said. 


Hulbert said that there is also the fact 


that "many people in the United States 
are making money out of South Africa" 
from large business investments yield- 
ing high returns. 


Legislation presently contemplated 


in the U.S. Senate and House of 
Representatives which would force 
U.S. business interests in Africa to 
maintain more equitable standards for 
employment and pay for both black and 
whites was given little likelihood for 
enactment by Hulbert. 


But it could focus attention on the 


issues involved, and perhaps bring 
about improved business practices in 
Africa, Hulbert said. 
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Temporary restraining 
order granted to Thiel's 
in loading ramp issue 


SHERWOOD 
— Circuit Judge 


William Crane last week granted a 
temporary restraining order to Thiel's 
Milk Products regarding the loading 
ramp allegedly placed on a Town of 
Harrison road right-of-way at the firm's 
route 1, Menasha, plant. 


Crane took the action pending study 


of the information. A motion to quash 
the writ of certiorari against the 
Calumet County Board of Adjust- 
ments, which recently denied a 
variance for the ramp while allowing a 
variance for the $350,000 plant addition, 
was denied. 


"The danger there," Hulbert said, 


"would be that a change in our 
economic 'hands-off policy might 
bring about the withdrawal of invest- 
. ments in Africa/' 


Hulber said that while he found little 


cause for optimism on the question of 
abolishing apartheidism in South 
.Africa, there was hope that economics 
might eventually bring about equality 
between blacks and whites in Africa. 


"There are signs," he said, "that 


South Africa is running out of skilled 
labor. The logical thing to do would be 
to turn to the nation's blacks, pay them 
more and provide better working con- 
ditions." 


APPLES 


• Still Crisp & Firm! 
•Still At Low Prices! 
•Stock Up Now! 
• Last 3 Weeks of 
Selling! 


VVtVf Open Mvn. thru Fti_ 
8 to 8; Sat. & Sun. ffto 6 


Northside Orchard 


'/4-Mile N. of Hwy. "OO", Little Chut* on 
Vandenbroek Rd. 


PHONE 788-4925 


Move your money 


Earn higher interest 
from the I 
st 


At First Federal, you earn up to nine free days of interest. Savings in by 
the tenth of the month earn interest from the first... when you leave your 
money on deposit until the end of the calendar quarter. 


What's more, no matter when you move your savings, you'll still earn 
interest from the day of deposit to the day of withdrawal. Interest that's 
guaranteed. And compounded daily for extra high rates like these: 


Annual Rate 
Annual Yield 


Regular Passbook Account— No minimum 


Golden One Account— No minimum balance 


Investment Account—S 1,000 minimum balance 


One year maturity 


£±O/ 
Investment Account—$5,000 minimum balance 
Oyb 
Two to ten year maturities 


f^\AJO/ Investment Account—$100,000 minimum balance^ " 
Q/2./Q 
One to ten year maturities 
*"**j 


Or, move $5,000 into First Federal's Money-Every-Month Account and 


Appteton Office: 


receive .an interest check the first 
of every month. Guaranteed. Month 
after month. 
Whichever account you choose, your 
savings are insured by an agency of 
the federal government. And protected 
by the largest reserves of any savings 
and loan in the state. The only savings 
and loan with assets of over one-half 
billion dollars. 


Choose valuable gifts 
for saving, too. 
Free International Silver trays, bowls, 
goblets and other beautiful items are 
yours with a $1,000 or $5,000 deposit 
... made as a lump sum, or accumu- 
lated through smaller amounts. 
And Become a Statesman 
or Stateswoman 
Wisconsin's only private savings club 


that pays you to join. With free per- 
sonal checking accounts, free notary 
service, traveler's checks and money 
orders without fees. Plus a host of 
other free services. To join, simply 
maintain $5,000 in any First Federal 
savings account. 
Move your savings to First Federal. 
You'll get a first-rate return on your 
investment. 


iv £K 


at a: 
FIRST 


SAVINGS 


OF WISCONSIN 


100 East Washington Street, Appleton, Wis. 54911 
Phone: 414-739-9477 
John A. Marzion, Vice President and Manager 


SPAPFRI 
SPAPFRI 


Kissinger expanding 
security advisory staff 
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WASHINGTON (AP) — Henry A. 


Kissinger is revamping the National 
Security Council staff, apparently in the 
hope of finding more time to think by — 
naming more top assistants to share 
day-to-day burdens. 


During President Nixon's first term, 


Kissinger often appeared to be a 
diplomatic oheman band—the top ad- 
ministration adviser on almost every 
problem arising beyond the water's 
edge. 


While Kissinger clearly will remain 


No.^! in the foreign policy setup at the 
White House, a source close to the 
President's assistant for national 
security affairs said Wednesday Kis- 
singer is appointing three specialized 
deputies. 
'., 


One of the new aides will concentrate 


on Eastern Europe and the Soviet 
Union; another on international 
economic affairs, and the third will 
supervise NSC planning and coordinat- 
ion. 


In addition, the source said, Kissinger 


is assigning added responsibilities to 
Philip Odeen, who will direct the NSC's 
analytical programs. 


The moves apparently were prompt- 


ed by the recent departure of Kissinger's 
top deputy, Gen. Alexander M. Haig Jr. 
who has become the Army's vice chief of 
staff. 


The sourse said that, in a sense, Haig's 


job is being subdivided. - 


Haig's direct replacement, Air Force 


Brig/ Gen. Brent Scowcroft, will con- 
tinue to serve as No72 man in the NSC 
hierarchy. 
* ' 


The addition of other deputies was 


pictured as part of a plan hopefully 
aimed at permitting more precise 
"fine-tuning" of administration foreign 
policy. 


It also seemed apparent that another 


objective is to permit Kissinger and 
Scowcroft to devote more time to 
longer-range planning and less-hurried 
contemplation of foreign policy issues. 


Haig has said that during his White 


House tenure he and Kissinger often 
became so deeply involved in daily 
operational questions that there was 
inadequate time for contemplation of 
potential future problems. 


The revised NSC lineup also 


Seemingly reflects administration 
awareness of problem areas where ad- 
ditional expertise could be helpful. For 


• example, Kissinger never has claimed to 
be a leading authority in the sphere of 
international economics. 


The changes also seemed certain to 


raise speculation that the "little state 
department" inside the White House is 
being expanded for Nixon's second 
term. 


In addition to the new deputies, Kis- 


singer will continue to command the 
services of eight men who specialize in 
geographical areas such as western 
Europe, the Middle East and Latin 
America. 


Nixon has proclaimed 1973 "the year 


of Europe" and, in the past month, has 
shown signs of trying to promote a 
renewed effort to seek a Middle East 
settlement. 


Kissinger may well emerge as his own 


top deputy in these two areas—but not 
until after taking a 10-day vacation, 
reportedly in Acapulco, Mexico, later 
this month. 


Kissinger, it was said, has selected his 


top economic policy aide but will not 
announce his choice immediately. No 
decision has been made on an eastwest 
expert, the source said, but the job will 
go to NSC staffer Helmut Sonnenfelt if 
he is not transferred to the Treasury 
Department to advise Secretary George 
Shultz on trade questions involving the 
Soviet Union and eastern Europe. 


The NSC coordinating job already 


has been given to Richard T. Kennedy, 
a retired Army colonel, who has been 
performing many of the same 
duties—but without benefit of a formal 
title—for the past SVi years. 


Cook County clerk 
convicted in bribery 


CHICAGO (AP) — Cook County 


(Chicago) Clerk Edward J. Barrett has 
been convicted of mail fraud, tax 
•evasion and accepting" bribes m con- 
nection with voting machine purchases ' 
for the county. 


The verdict Wednesday by a U.S. 


District Court jury apparently ended a 
43-year political career for Barrett, 72, a 
former Illinois secretary of state and a 
political ally of Democratic Mayor 
Richard J. Daley. 


State law prohibits anyone convicted - 


of a felony from holding public office. 
Thus the Counfy Board, scheduled to 
meet March 19, must declare Barrett's 
office vacant. 


Judle Richard" B. Austin'set sentenc- 


ing for April 17. He could get a 


maximum of 80 years in prison and a 
$106,000 fine. 


The government, in a 16-count indie- 


tent, had charged that-Barrett accepted 
$180,000 in bribes to assure that the 
county purchased voting machines 
from Pennsylvania company; that he 


• received kickbacks on insurance sold to 
the county for the machines; and that he 
failed to pay income tax on the bribe 
money. 


The government's case rested 


primarily on the testimony of Irving 
Meyers, former president of the Shoup 
Voting Machine Co. of Bala Cynwyd, 
Pa, He testified that he paid Barrett the 
bribes during clandestine meetings at 
O-Hare International Airport from 1967 
through 1970. 


Builders will have to 
prove they won't pollute 


WASHINGTON (AP) — Builders of 


new shopping centers, highways, sport 
stadiums and developments will have to 
prove theywill not violate airquality 
standards, -even indirectly, before con- 
struction can be allowed under forth- 
coming new federal regulations.^ 


The Environmental Protection 


Agency announced Wednesday, in 
compliance with an order frorfl the U.S. 
Court of Appeals, that it will prepare 
regulations for state~review of such 
construction complexes to protect air 
quality. 


The court order, won'by a citizen 


group called Natural Resources Defense 
Council, required that all states not only 
achieve national air-quality standards, 


Ulster voting 
on government 


BELFAST, Northern Ireland (AP) — 


While more than 33,000 armed troops, 
militiamen arid police stood guard 
against terrorists, the British govern- 
ment asked the people of Northern 
Ireland today whether they wanted to 
stay with Britain or, join the Irish 
Republic, 
^ .. 


The referendum was expected to 


produce a massive vote in favor of 
Britain from the province's million 
Protestants and a widespread boycott 
by the half-million Roman Catholics. 


Police said a man's body with "terrib- 


le head wounds" was discovered in a 
Catholic area of Belfast just a few yards 
from a polling station. Ke was the 744th 
confirmed fatality in more than 3'^ 
years of violence. 
* 


Guerrillas wounded four persons 


dunng the night before the voting, 
including a teen-age boy and girl, and 
held up militiamen guarding two voting 
booths in Belfast, escaping with their 
automatic rifles, ammunition and flak 
jackets. The army reported the capture 
of Tony Devine. a 23-year-old com- 
mander of the Irish Republican Army's 
Londonderry brigade. 


but make sure these standards are 
maintained as new economic develop- 
ment takes place. 


As a result, EPA said, the agency is 


beginning 
proceedings 
aimed 
at 


proposing appropriate regulations by 
April 15 and issumg'final regulations by 
June 11. 


The regulations will require each 


state to include, in its federally 
approved plans for carrying out the 
Clean Air Act of 1970, provisioneto 
review plans for construction of 
complexes. 


Not only must the projects them- 


selves avoid violating regional air 
quality, but the state must also deter- 
mine; that their side-effects—such as 
attracting increased auto traffic^will 
not result in air-quality violations. 


Young Eisenhowers 
rent $100,000 home 
at a 'special rate' 


^WASHINGTON (AP) —Julie Nixon 
Eisenhower and -her husband, David, 
have rented '-a $100,000 home at a 
"special rate" in Bethesda, Md., and plan 
to-move in when young Eisenhower 
leaves the Navy. 


The White House said Monday the 


white brick home was being rented from 
C. G. "Bebe" Rebozo, a close friend of 
President Nixon. 


Deputy Press Secretary Helen Smith 


declined to say the amount of rent the 
Eisenhowers would pay but saidRebozo 
is renting the home to the Eisenhowers 
at less than it normally would command 
"because they're old friends." 


The two-bedroom home, with a 


swimming pool, is located near the 
Burning Tree Golf Club, where 
Eisenhower's-grandfather, the late 
President Dwight D. Eisenhower, used 
to play. 


Eisenhower has served 2*/4 years in 


the Navy and is scheduled for discharge 
on his 25th birthday. March 31. 


With 


You Can 
Replace 


The taste of home 


Air Force Capt. Martin J. Neuens, of Iron 
Force Base, Honolulu, early Wednesday. He 


Mountain, Mich., and^Aurora, Wis., drops to 
was one of 80 former prisoners of war who 


his knees and kisses frx^ground after arriving 
passed through Hickam on the way back to 


back on United Stares soil at Hickam Air 
the mainland. (AP Wirephoto) 


Arson at Australian club kills 15 


BRISBANE, Australia (AP) — Police 


say they have found no evidence to 
support reports that protection racket- 
eers set a night club fire that killed 15 
persons early today. 


Authorities said the fire at the club 


named Whisky-A-Go-Go was the worst 
mass murder in Australian history. 
They reported finding two four-gallon 
cans that had contained flammable 


liquids which were splashed in. the lobby 
of the building and then set afire. 


Police Commissioner Raymond Whit- 


rod said he could give no reason for the 
arson. But he said he had no evidence to 
link it with extortionists alleged to be 
operating a protection racket among 
Brisbane night clubs. 


The manager of the WhiskyA-Go-Go 


said he had received no threats. 


About 100 persons were in the 


second-floor club when the fire flared 
up at the foot of the stairs. Many persons 
escaped through a side exit or jumped 
through windows onto the roof of an 
adjoining building. Two survivors 
broke through windows that had been 
ordered sealed by city offials to reduce 
the noise. 


A- 
10 Microwave oven 


leak could be 
hazard in home 


MOUNT VERNON, N.Y, (AP) _ 


Consumers Union says the public 
should not buy microwave ovens 
because potential radiation leakage 
under "reasonable conditions of use" 
can far exceed federal safety standards. 


"The potential radiation of these 


ovens gives us sufficient reason to 
doubt the safety of these products, and 
the consumer should be cautious and 
stay away," a spokesman for the 
independent, nonprofit 
testing or- 


ganization said Wednesday. 


The head of the Association of Home 


Appliance Manufacturers said that "no 
known injury" had been caused by any 
microwave oven and that all 
American-made microwave ovens were 
well within federal radiation limits. 


A Senate Commerce Committee 


hearing was scheduled today to review 
the effect of the Radiation Control for 
Health and Safety Act of 1967. 


The Consumers Union official, 


Warren Braren, said the organization 
was urging that current federal stan- 
dards be tightened. Not enough is 
known yet, he said, about the effects on 
humans of low-level radiation over an 
extended period of time. 


Microwave ovens utilize radiation 


emitted from a device similar to a radar 
transmitter. The waves bounce off the 
metal sides of the oven but are absorbed 
by food, producing heat which cooks. 


Braren said each of 15 units tested, 


representing the most popular 
microwave ovens, passed government 
test standards. He added, however: "In 
our view the test procedure specified by 
the Bureau of Radiological Health is not 
one which takes into account reasonab- 
le conditions of use —particularly over 
the life of the oven." 


BEFORE YOU BUY 


See These Four 25" Diag. Sylvania 


Console Color TV 


With All The Most Wanted Features 


Syii/ANIA 


COLOR 


Classic style Sylvania model 
CL2248BT in Butternut 
grain finish. 


SVU/ANIA 


COLOR 


Mediterranean style Sylvania 
model CL2247Pin Pecan grain 
finish. This model is also avail- 
able in a Dark Oak grain finish 
(CL2247DA). 


SYU/AMA 


COLOR 


Contemporary style 
Sylvania model - 
CL2241W in Walnut 
grain finish. 


NOW! LOWEST PRICE EVER 


Early American style Sylvania 
model CL2243K in Maple 
grain finish. This model is also 
available in a handsome Pine 
grain finish (CL2243N). 


', 


K>0% solid state 


5VU/ANIA 


COLOR 


= 1-1 


COLOR 


PORTABLE 
COLOR TV 


18" Diag. 


Conlemoorary style Sylvcnia mode) CL2-W1W. Big 
25 diagonal screen. ChroMotnx picture lube GT- 
100 TM chassis for The ultima's in solid-stale perform- 
once and reliability. Touch-Tune TM tuning 1o Switch 
chonnels ot electronic soeeds and Instant Color for a 
picture m seconds 


Confemporar;rrstyle Sylvania model 
CF7Q1. 23" diagonal Color Bright 
85* picture tube. Gibraltar 90 
chassis and AFC push button con- 
trol. Danish style swivel stand op- 
tional -extra. 


SVLUANlA 


COLOR 


59888 


All THESE 
FEATURES 
AT AIOW 
IOW PRICE 


• 18' Diog. Picture 
•Gibraltar 90Chassis 


for solid state 
performance and 
reliability. 


OUR 
LOW 
PRICE 


DC1162W 


•Stand is optional 


extra 


•Color Bright 


picture lube. 


VISIT YOUR CONVENIENT SYLVANIA SHOWPLACE 


WITH COMPLETE SERVICE FACILITIES NEAR YOU 


APPLETON 


KOLESKETV 
1124 N. Mason Street 


FRED'S TV 
230 £. Washington St. 


NEENAH 


QUINN'STV 
340 Main Street 


MENASHA 


INDEPENDENT 
ELECTRONIC SERVICE 
198 Main Street 
AMHERST 


LUND TV 


UTTiE CHUTE 


BOB'S TV 
735 Depot Street 


FREMONT 


WARNEKETV 


SEYMOUR 


K&J HARDWARE 
250 N. Main Street 


KAUKAUNA 


LENZTV 


•WM. VAN DOMLEN CO., INC. DISTRIBUTOR, GREEN BAY- 


NEW LOND6N 


DENT RADIO & TV 


SOS N. Water Street 


SHAWANO 


BEYER'S TV 


TIGERTON 


MCLAUGHLIN TV 


ifcWSPAPERl 


